Gazette No. 5 dated 2nd February 1954, 


PAKT I (Supplement ) 


GP: S. 9-3514752 C. S. dated 7th January 1954 in Part I.page 140 of . 
this Gazette 


CIVIL LIST OF GAZETTED OFFICERS 


und 


GRADATION LIST OF NON -GAZETTED OFFICEKS 


of the Industries Department as on 1st April 1953. 


CIVIL LIST OF THE INDUSTRIES DEPARTMENT AS IT STOOD ON 150 APRIL 1953 , 


Date of 
commencement 
of continuous 

service 


Date of 
appointment 
to the present 


Date of 
confirmation 

in the 


Pay and 


Remarks 


Narde ond designation 


Qualifications 


Date of 
birth 


allowances Station 

Rs. 


St. 
No. 


post or grade 


grade 


Director of Industries 
& Commerce (450-750) 


20- II- I109 


29-7-1121 


29-7-1122 


Trivandrum 


Selection post. 


7-7-1080 


Dr, PAV, Nair 


B.A., M.Sc., D.Phil. 

(Oxon) 


Appointed as 
Director of 
Industries and 
Commerce from 
7-12-1951 


Assistant Director of 
Industries ( 275-325) 


T. Sudhakara Menon 


19-6-1088 


M. Sc . 


26-1-1118 


I - I ? -1952 


I - 12-1952 


do . 


Ernakulam 


Personal Assistant to 
the Director ( 175-225) 


T. V. Puntiose 


28-5-1913 


10-2-1114 


5-3-1953 


S - 3-1953 


Trivandrum 


do . 


B.Sc., M.Sc., 

A.T.A. Diploma 


GRADATION LIST OF THE INDUSTRIES DEPARTMENT AS IT STOOD ON 1st APRIL 1953. 


Qualifications 


Dute of Date of 
commencement oppointaient 
of continuous 

to the present 
service post or prade 


Date of 


Date of 
confirmation 
in the prescot 

grade 


Nome and designation 


Remarks 


SI. 
No. 


General 


Special 


birth . 


Manager (1 ) ( 125-150) 
K. J. Mathew 


B.A. 


20-9-1084 


4-8-1115 


21-1-1951 


Diploma in Social work . 

Account test, P. W. D. 


21.1-1992 


0. D. Selection 

post 


test 


C. ). Mathew (O # g ) 


1-4-1953 


Auditor & Head Accountant 

(2 ) (80-120 ) 
IT, R. Padnianabha Iyer 


B.A , 


-10-1088 


5-2-1119 


27-4-1949 


20-1-1991 


Account test, Anchal test, 

Typewriting (L. C. C.) 
Account est, P. W. D. test 


2 T. S. Sundararaja lyer 


B.A. 


6-3-1082 


4-6-7116 


20-11-1952 


29 -II- 1952 


Accountants, Clerks and 
Manager , Sales Depot . 

(5 ) 45-75 
M. Janardhapan Nair 
K. P. Subramonia lyer 


I - 12-1121 


1 
z 


E. S. L. C. Account test , Anchal test 
S. S. L. C. 


20-3-1088 
14-1-1079 


4-7-0112 
· 19-4-1113 


3-9-1123 
20-1-1951 


Provisional 


R , Neelakantan Asari 


11-3-1089 


18-4-1114 


21-4-1949 


20 -II- 1952 


w 


E. S. L. C. Account test, Typewriting 

(L. C. C.) 
E : S. L. C. Account test, Typewriting 

(L. C. C.) 
E. S. L. C. Account test 


17-8-1987 


9 - II - I116 


4-8-1952 


+ V.C. Joseph 
5 K. Bhanumathy 


10-11-1952 


7-9-1098 


10-10-1019 


24-11-1952 


24-11-1952 


Date of 


Qualifications 


S1. 
No, 


Name and designation 


Date of 


Date of 

Date of 
commencement appointment confirmation 
of cotinuous to the present in the present 
service 

post or grade 


Gerxeral 


Special 


birth 


Rencarks 


grade 


Clerks & Accountants (7) 

(30-45) 


R. Ananthasubraionia Iyer E. S. L. C. 


11-9 - rogo 


27-5-1120 


5-10-1122 


20-1-1957 


Account iesi , Typewriting 

( L. C. C.), Accounts 

entrance, P. W. D. test 
Account test and Secretariat 

Manual 
Account test 


2 R. Krishna Iyer 


Do. 


10-1-1998 


18-12-7121 


1-5.1951 


20-11-1952 


3 P , Krishnan Nair 
4. V. Antony 
5 K. Narayana Menon 


Do. 

Do. 
S. S. L. C. 


19-11-1097 
23-4-1090 
31-8-1917 


5-10-1122 
9-6-1122 
26-1-1118 


I - II - 1950 

1-5-1951 
20 - T - 1122 


Huzur Office Manual, Civil 

Account and Education 

tests 
Huzur Office Manual 


20-11-1952 
20 - II: 95 ? 
24-11-1952 Belongs to old 

Cadre, Cochin . 


6 P. K. Bhargavi Nangiar 


S. S. L. C. 


28-2-1101 


10-10-124 


1-11-1949 


24-11-1952 


Do. 


7 Vacant 


See note para 5 


(Ortg .) Alexander, P. Verghese 
Stenographer (1) (45-120 ) 


T. C. Cadre, 


S. Rama Iyer 


B.A. 


18-1-10gr 


18-9-1121 


I - I - II22 


1-7-1949 (O. D.) 


Typewriting.M . G.T.E. 

(Lower), (L. C , C.) Higher, 
Shorthand ( L. c.č.) 
Higher, Account test and 
Travancore Chain Survey 


Sebastian Fernandez (Ofig.) 


T -70-1949 


Typist (1) (45-75 ) 


T. 0. Oommen 


S. S. L. C. 


19- j- 1076 


4-6-1098 


20-11-1952 


20-11-1952 


Typewriting M. G. T. E. 
Lower, Backing 

ana 
Currency (L. C. C.) Senior 


Typist (1) (30-45) 


A. Dhanayardhanaraj 


Typewriting L , C. C. 


$-4-1088 


1-3-1122 


1-3-1122 


20-11-1952 Transferred to the 

Land Revenue 
Department. 


S. Kalidasan Asari (Oflg.) 


Supernumerary Textile Asse , 


on Rs. 100 -ISO 


C.S. Sivaraman 


E , S. L. C. 


28-6-1903 


10-11-1104 


I - 1-1106 


L. T. M. (Ilons, Engineering 

as applied to Cotton Indus 
try, Chemistry as applied , 

Cottou Industries, 
Cotton Weaving, Plain & 
Fancy Cotton Spinning 


J - T+1106 Supernumerary 

P.S. Rs. 175-225 
See para 18 of 
bote, 


to 


Supernumerary Mechanic an 


Rs. 30-45 


P. Balakrishnan 


E , S.L.C. 


6-12-1095 


31-11-1111 


I- I - II 14 


Certificate of Examination 

(Mech ) Engineering 
College, Trivandrum 


• 1-1124 Supernumerary 

para 6 of optes. 


Qualifications 


Date of 

Date of 
commencement appolotment 
of continuous 

to the present 
service post or grade 


Date of 
confirmation 
in the present 


Remarks 


Sl. 
No, 


Date of 
birth 


Nameand designation 


General 


Special 


grade 


Temporary Typist (1) (30-45) 


29-1-1953 


P. Bhaskaran Nair 


Provisional 
appointraent. 


S. 9. R. V. Technical 
Institute, Nagercoil. 

Superintendent (100-150) 
Vacant. 
N , Divakaran (Offg.) 


Foremaa (1) (30-45) 


A. Mahanuned Hussain 


21-2-1085 


39-8-110S 


3-9-1121 


1-1-1124 


Higher Grade Cotton Weaving 

(Lower ) M. G. T. E. 
Weaving S. M. R. V. T. 
Institutc 


fastructor (1) (25-45). 
S. Gnanamony 


14-5 ;1087 


21-7-1113 


32- TO - IT20 


32-10-1120 


M ; G , T. E. Cotton Weaving 

(I ligher) 


Drawing Master (1) (30-45) 
K. Balakrishnan 


13-10-1097 


23-1-1950 


23 - I- 1950 


23-1-1950 T. C. Cadre. 


M. G. T. E. Painting (Lower) 

Geometrical Drawing De 
sign , Free Hand Outline & 
Model Drawing (Higher 
Grade) Physical Education 
Course 


Central Instrument Workshop , Trivandrum . 


Superintendent ( part- time) 

(1 ) Rs. 75 
S. Hariharan 
A. o . Machai (Offg.) 


OD. 


Draftsman (1) (45-75) 


N. G , Pandalai 


10- II- 1089 


18-4-1115 


1-6-1119 


20- II- 1952 


Training in Workshop , 

Forernan - Mechanic Class 
of P. T. L , C. N. Institute , 
Madras 


Foreman (1) (45-75) 


M.Sasthayyan 


Vi S , L. C. 


12-12-1095 " 


18-4-1115 


20 - II- 1992 


20-11-1952 


Afachunit (1 ) (45-75) 


J. B. Fernandez 


14-6-1904 


1-3-1104 


20 - II - 1952 


20-11-1952 


File note para 9 
& 10 (1) 


Optical Assistant (1) 

(30-45) 
K. Velu Pillai 


18-5-1079 


18-4-1115 


20-11-1952 


20-11.1952 


vide note para 
TO (ii) 


Optical Attender ( 1) (25-30 ) 
Vacant, 


Mechagical Assistant (1 ) 

Rs. 20 . 
M , Parameswaran Pillai 


Included among 
the menjals . 


Date of 


Qualifications 


Date of 
confirmation 
ia the present 


St. 
No. 


Nome and designatica 


Date of 


Date of 
compeacement appointant 
of continuous 

to the present 
Service 

post or grade 


Remarks 


Gederal 


Special 


birth 


grade 


COCHIN CADRE. 


Head-Clerk & Statistician (2 ) 

( 80-120) 


1 


C. J. Mathey 


B.A. 


29-4-1096 


10 - [ - I111 


17-10-1124 1-7-1949 Personal scale 

Rs . 80-125 (0.D ) 


Madras Co -operative Exa 
mination , Typewriting 
(M. G. T. E.), Account 
test, Education test, P , W. D. 
test, 

Huzur Office Manual 
test and Revenue test 


1 K , Kochukristina Menon 


S.S, L , C , 


Civil Account test, Edu 

cation test 


S- 1-1071 


8-8-1096 


1-5-1122 


24-11-1952 


P , R. Subramonia Iyer (Ag.) 


Clarks & Accountants (4 ) 

Rs. (45-75) 


1 P. R. Subramonia Iyer 


S , S , L , C. 


Account toet and Education 

test 


16-8-1076 


19-6-1096 


1-5-1122 


20-11-1952 O , D. 


1 T. Narayanan Nair 


Do, 


Civil Account test, Account 

test and Education test 


18-7-1075 


29-4-1098 


1-5-1122 


20-11-1952 


29-3-1076 


1-5-1122 


20-11-1952 On Icave . 


1 C. R. Sivarama lyer E. S. L. C. 
4 Ť, R. Chakraparzi Pisharody S. S. L. C. 


16-10-1098 
, 
16-12 - ILOO 


8-6-1082 


T - 5-1122 


24-11-1952 


Civil Account test, Educa 

tion test . 


K. A. Joseph (Offg.) 
N , Gopala Menon (Ottg.) 


Clerks & Accountaats (6 ) 

Rs. (30-45) 


$ 


K. A. Joseph 


S. S. L. C. 


27-7-1901 


14-10-1099 


1-5-1122 


20-11-1952 ( O. D.) P.S. 


Rs. 30-75 . 


2 


P. R. Hariharart 


S , S , L , C. 


Civil Account test and Edu 

cation test . 
Cotton Weaving and Chemis 

try as applied to Cotton 
Industry & c . 


7-12-1906 


18-9-1124 20-11-1952 


21-3-1103 


O.D. in the P.R. 
Department do. 


3 C. A. Augustine 
4 N. Gopala Menon 


S. S. L. C. 

Do. 


18-12-1986 
15-5-1092 


I - I - ILIS 
10 - II - I118 


17-9-1124 
1-5-1951 


20-11-1952 
20 - II- 1952 


O.D. 
U.D. 


Education test, Civil Account 

test, Huzur Office Manual, 
Stamp Maoual, Village 

Officers test . 
Weaving (higher) : Hand 

loom weaving 


To draw per 


V. U. Matllavan Nair 


5 


Do. 


20 - TI - 1952 


3-6-1083 


21-3-1103 


17-8-1124 


sonal scale of 
Rs. 30-50 

as 
Industrial Asst. 
Permanent. 

0. D 


16-11-1124 


24-11-1952 


S.S. L. C. 


16-11-1124 


7-7-1095 


6 C. V. Manickam 

Officiating - 
V. Thankan Nangiar 
P. V. Sekharan 
C. -Abdul Satar 
C. Sarasamma 


T , C. CADRE . 


Dato of 


ܕ 


Qualifications 


Date of 
commencement 
of continuous 

service 


confirmation 


Date of 
appointment 
to the present 
post or grade 


Name and designation 


Dute of 
birth 


Sr. 
No. 


in the present 


Bemarks 


General 


Special 


grade 


Typist (u) (45-75) 


Y. Govinda Menon 


S. S. L. C. 


I 2-1 1-1089 


1-5-1122 


1-5-1122 


20-11-1952 


Type writing Higher, 

Shorthand (M , G , T. E.) 
Lower ; Diploma in Bee 
keeping: 


Personal scale 
Rs. 30-100 


GOVERNMENT COMMERCLAL INSTITUTE , ERNAKULAM , 


Principal (Flonorary) (1) 


Rs. (125) 


M. C. Menon 


Honorary post . 


5 


Lecturers (2) R. (125-175) 


I 


S. Sivarama fyer 


B.A. 


20-6-1074 


9-12-1997 


20-11-1952 


20-11-1952 


Diploma in Commerce (M. 
G. T. E.) Account test, 
Co -op . test , Typewriting 

(Lower) T. T. C. 
B , Com ., Civil Account test , 
Co-operative test 


2 I. Madhava Menon 


B.A. 


9-12-1906 


6-2-1104 


20-11-1952 


20-11-1952 


Lecturer (Temporary) (125-175) 
Vacant. 


Lecturer (part-time) (1) ( 100 ) 


Philip K. Thayyal 


Asst, Lecturer (1) ( 80-120) 
M. S. Monon 


16-7-1087 


3-12-1105 


6-7-1124 


20-11.1952 


Diploma in Commerce with 

Shorthand and Typewriting 
Higher grade (M. G.T. E.) 


Ast. lecturer (Temp .) 

(1) Rs. ( 80-120) 


Vacant. 


GOVERNMENT OCCUPATIONAL INSTITUTE, TRICHUR . 


Superintendent (1) Rs. (125-175) 


Mrs, T. K , Sankara Menon B. A. 


$-11-1975 


7-11-1096 


20-11-1952 


20-11-1952 


11 


Senior Instructor ( 1 ) 

As. (80-120 ) 


V. Sankara Menon 


Diploma in drawing 

(M. G. T. E.) 


8-9-1086 


18-2-1 109 


20-11-1952 


20-11-1952 


Asst. Instructors 1st grade (6 ) 

Rs. (45-75) 


1 


V , Damodara Menon 


5 - + -1090 


31 - IT- TRIO 


25-6-1122 


1-7-1949 


P.S. Rs. 40-80 . 


2 


P.Damodara Menon 


S. S. L. C. 


20-6-1083 


12-1-1118 


27-1-1950 


20-11-1952 


Public Industrial Examination 

in Engineering (Higher ) 


(0 , D.) 


V. N. Neelakantan Asari 


18-9-1078 


Licenciate for Teaching 

Carpentry (Higher grade) 


31-1-1100 


20-11-1952 


10-11-1952 


Date of 


- 


Qualifications 


Date of 
appointment confirmation 


sl. 
Ne, 


Name and designation 


Date of 
Commenҫелеnt 
of continuous 

service 


Date of 


to the present 


in the present 


General 


Remarks . 


birch 


post or grade 


grade 


4 K. Nanikutty Ainma 


S. S. L. C. 


Special 
Knitting , Necdlework, 

Crochet Examination, P. ). 
Examination in weaving 
(Higher) 


13-10-1081 


21-4-1104 


18-8-1124 


20-11-1952 


5, V. Madhavi Amma 


III Form 


15-1-1085 


22-4-1104 


20-11-1952 


20-11-1952 


Weaving (Higher), Mat 

making (Lower), Needle 
work , Embroidery , Crochet 
and Freehand outline and 

Model drawing 
Weaving (Higher ) and Mat. 

making (Lower), Necdle 
work , Embroidery Crochet 
and Knitting Pillow lace , 
etc. 


6 P. Kunjikavu Amma 


JV Forma 


14 - TI- 1079 


12-4-1104 


20-11-1952 


20-11-1952 


12 


M. P. Kunjilekshmi Amma 

( Offg.) 


Asst. Jostructors 2nd grade (10 ) 

As, (30-45). 


1 M. P. Kunjilekshmi Amma IIt Form 


Mat 


2-10-1088 


14-2-1107 


--- 5-1022 


1-7-1949 ( 0 , D.) Personal 


Weaving (Higher) 

making (Higher), Needle 
work , 

Embroidery, 
Crochet and Knitting , 


scale of (30-50) 


1 K. Lekshmikutty Amma 


Do. 


15-5-1089 


S - TI- IIIO 


Do. 


Do. 


Personal scale 
of Rs. ( 30-50 ) 

Do. 
Do. 


3 

T. Kunjikrishna Menon 
4 

M. V. Kittu 
5 Mrs. K , K , Peter 


IO - 12-1082 
20-2-1084 
16-4-1085 


13-12-1103 

1-1-1107 
1.4-2-1107 


Do. 
Do. 
Do , 


Do. 
Do, 
Do. 


Do. 


Needlework , Embroidery 

Crochet and Knitting . 
Weaving (Higher ) 
Rattan (Lower ) 
Weaving 

(Higher), Mat 
making (Lower), Needle 

work, Embroidery ctc . 
Mat-making (Higher )Weaving 

(Higher ) 
Weaving (Lower ) and Mat 

making 
Weaving (Lower ) Trained 

in Coir Works 


6 V. Thailambal Ammal 


2-12-1085 


5-3-1108 


7 V. Narayanan Namboodiri 


26-8-1092 


22 - IO -III 2 


1-5-1122 4 : 10-1950 O.D.P.S. of 

(30-50 ) 
105-1122 24-4-1952 O. D. Do. 
1-5-1122 29-10-1952 O.D. Do. 


8 V. K. Paily 


9-7-1079 


- [ 2-6-1112 


9 V. Gopalan 
10 P. V. Gourikutty 


11-9-1092 ) 10-1-1113 
19-2-1993 I 2-1 2-1119 


1-5-1122 20-11-1952 P. S. of Rs. (30-50) 
8-11-1124 . 13-2-1953 

Do.. 


Drawing Practical Test 


13 


Officiating. 


T. K. Janaki Amma 
T. V. Venkiteswaran 
C. Krishnankutty Menon 
K. V. Velayudhan 


Government Industrial Schools : 


Headmasters and Industrial 
Assistants (16) Rs. (30-50) 


I 


T. D. Antony 


and 


25-5-1901 


10-11-1095 


1-5-1122 


1-5-1122 


Weaving Mat-making 

Carpentry 


2 P. K. Sanku 


4-3-1076 


Do. 


24-4-1096 


Da. 


Date of 


Qualifications 


Date of 

Date of 
Commencement appointment 

to the present 


confirmation 


s ). 
No. 


Name and designation 


Date of 
birth 


Remarks 


in the present 


of continuous 

service 


General 


Special 


post or grade 


grade 


3 P. K. Lonappan 


Weaving (Higher ) 


10-1-1078 


6-3-110T 


1-5-1122 


1-5-1122 


4 M. Kesayan Nair 


29-4-1079 


31-1 -ITOO 


Do. 


Do. 


5 P. G. Narayanan Ezhuthassan 


Mat 


3-1-1080 


17-3-1103 


Do, 


Weaving (Higher). 
making (Lower) 


Do , 


1 


6 P K. Chittooran 


Mat-making (Lower) 


17-9-1080 


29-10 -U03 


Do. 


Do. 


7 M. Madhavi Amma 


Do. 


& Weaving (Higher ) 


27-2-1080 


IO - 11-1104 


Do. 


Do , 


8 K. C , Chakkappan 


Carpentry (Lower) 


.. 2-6-1080 


25-4-1104 


Do. 


Do. 


! 


9 U. Bhargavi Amma 


12-7-1087 . 


2-1-1107 


Do. 


Do. 


10 


K. K. Sankunni Menon 


20-1-1082 


1-5-1105 


Do. 


Do. 


11. A. Sankara Kurup 


1-9-1082 


Mat-making (Lower) 

Weaving (Lower ) 


22-4-1104 


Do. 


Do. 


12 C. L. Kurien 
23 K. V. Raman Asari 
14 M , A. Krishnadi 
15 S. Kunjan Pillai 
16 T. C. Thevan 


11-11-1079 
18-10-1979 
13-11-1087 
29.11-1085 
31-2-1091 


1-4-1107 
22-3-1103 

1-4-1107 
27-4-1110 
6-3-1113 


Do , 
Do. 
Do. 
Do. 
Do, 


Do , 
Do. 

Do. 
: Do , 

Do. 


Carpentry (Lower), Rattan 

(Lower) A. R , P. Warden s 
Examination, 


T. Kalljanikutty Amma (Offg.) 


Supernumerary Industrial 
Inspector (1 ) (125-150) 


Cochin Cadre ; 


C , Swar,inath 


6-1-1034 


25-12-1098 


28-10-1124 28-10-1124 Supernumerary 


L, T. M. (Bombay) A. T. A. 

Certificates in Cotton 
Spinning, Spinning and 
Subsequent Process , 
Engineering as applied to 
Cotton Industry , Chemis 
try as applied to Cotton 
Industry etc. 


5 


Ber- Organiser (1) ( Rs. 25) 


K , I. Balakrishnan 


10-8-1095 


1-5-1118 


I - 5-1122 


16-11-1124 Do, under 

suspension , 


M.S, Achuthan 


Nair (Offg .) 


Gazette No. 5dated 2-2-1954 , 


Part I 


Section ii . 


பசலை . 


ൻ ത ന മാർച്ച് 2 ഉംതീയതിയില് ഗസററിൽ പരസ്യം 
வவழ S , - உ.வெ. 0-0000- கைவி cை eb 05:02 
പ്രസവാനുകൂല്യ ക 

1 - வேது 

ന്നു വരിയിൽ നാലാം വട്ടു 
23 " m கஸ ms + DS Wasaas " pm 0 ன வ oad 
வளை " . 

பிழை திருக்தம் 


1953 ஏப்ரில் 14 - ம் தேதியன்று கெஜெட்டில் பிரசுரிக்கப்பட்ட 
1952 -வது வருடத்திய 20 -வது ஆக்டாகிய பிரசவ சம்பந்தமாக 
சொடுக்கப்படும் சகாய தொகை குறித்த திருவிதாங்கூர் - கொச்சி 
ஆக்டில் 4 - வது வகுப்பு , 1-வது உள்வகுப்பில் 6 வது வரியில் , 
" நாலு வாரங்களுக்கும் என்னும் பதங்களுக்குப் பதிலாக எட்டு 
வாரங்களுக்கும் என்று அமைக்கவும் 

K , DAMODARAN , 
Head I ranslator to Government. 


Part I 


Gazette No. 5, dated 2nd February 1954 . 

Section 1: 
NOTIFICATION . 
No, L3-3273/53/DD . (1) 

12-1-1954 . 
The following draft of certain Rules which Government propose 
to make in exercise of the powers conferred on them by Section 29 
.: of the Indian Boilers Act 1923 (Act No. V of 1923) is published , 

as required by Section 31 of the said Act, for the information of all 
persons likely to be affected thereby and notice is hereby given that 
the said draft will be taken into consideration after two months from 
the date of publication of this notification , 

Any objection or suggestion which may be received from any 
person in respect of the draft before the date specified will be con 
sidered by the State Government... 

By order of His Highness the Raj pramuklı, 

K. NARAYANA MENON , 
Addl. Secretary to Government. 


THE TRAVANCORE- COCHIN BOILER RULES , 1953 

PART PRELIMINARY, 


1 . 


2 . 


(b ) 


Short Title. These rules may be called the Travancore 
Cochin Boiler Rules, 1953 . 

Definition. In these rules, unless there is anything 
repugnant in the subject or context 
(a) " The Act ” means the Indian Boilers Act, 1923 ; 

" Section " means a section of the said Act ; 
(C) . " Regulation " means a regulation framed under section 

28 of the said Act ; 
(d) " Commissioner" mcans the Commissioner of Labour, 

Travancore -Cochin ; and 
(e) " Government means the Government of Travancore . 

Cochin 

Fees. All fees payable under the Act shall be deposited 
by the payer in Government Treasury in the State of Travancore 
Cochin . All registration and inspection fees shall be credited to the 
Government. Applications under sections 7 and 8 of the Act, to 
which the treasury receipt for payment is allixed , shall be deemed 
to be accompanied by the prescribed fee. 

G. 199. 
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5 . 


4. Location of offices. The office of the Chief Inspector 
shall be at Trivandrum . The location and charge of the offices of 
the Inspectors shall be notified in the Government Gazette. 

PART II , DUTIES OF THE CHIEF INSPECTOR 

Administrative Control. The Chief Inspector shall 
work under the administrative control of the Commissioner of 
Labour and shall submit to him 

(a) an Annual Report on the administration of the Act ; 
(b) such other reports and returns as may be called for. 

6. Duty of General control. The Chief Inspector is vested 
with all the powers of an Inspector under the Act. His main duty, 
however, consists in supervising and controlling the work of the 
Inspectors, and he should only actually inspect or examine boilers 
in exceptional cases, or where he consideis that the work of an 
Inspector requires a personal check . 

1. Specific duties. The Chief Inspector shall 
(a) personally, check the registration particulars and calcula 

tions submitted by Inspectors for all boilers- inspected for 
registration as prescribed in Chapter IX and enter under 
his own signature the approved working pressure and all 

orders required by section 7 ; 
(b ) enter under his own signature any- subsequent entries 

required in the registration book 
(c) obtain from the State of registry the registration book of 

any boiler the transfer of which is reported inder section 


6. (b ) ; 


(d) approve the programmes of all Inspectors subordinate tu 

him with due regard to the convenience of owners generally ; 
(e) examine and countersign the Inspector s Memorandum 

of Inspection Book of each boiler after each inspection ; 
( ) examine and pass orders on the diaries and returns of 

inspectors ; 
( ) pass orders in all cases in which an Inspector proposes to 

increase or reduce the pressure allowed for any boilei 
under section 8 , or to revoke , cancel or refuse to renew 
the certificate of a boiler under section 22, or to order 
important repairs, structural alterations, or renewals in a 

boiler under section 8 ; 
(h) pass orders in all cases in which it is reported that after 

due notice the boiler has not been properly prepared for 
inspection ; 
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(1) decide all appeals under section 19 , against the order of 

an Inspector. 
(1) sanction prosecutions under the Act 
(k ) inquire into serious accidents to boilers 

8. Instructions to owners. It shall be the duty of the 
Chief Inspector to advise owners as regards the maintenance, working 
and cleaning of boilers ; he should issue a set of instructions on the 
lines indicated in Form C. These instructions should be hung up in 
each boiler house . 

9. Registers to be kept. The Chief Inspector shall keep 
in his office --- 
(a) a Register in Form A of all boilers registered in the State 

or the registry of which has been transferred from another 

State ; 
(b) the Registration Book and Memorandum of Inspection Book 

of all Boilers borne on his register ; 
(c) a Register of appeals ; 
(d ) a Register of accidents ; 
(e) a Register of registration and inspection fees received . 

io . Control of bills. The Chief Inspector shall be the con 
trolling or countersigning authority in respect of all contingent bills 
and of travelling allowance bills of officers subordinate to him . 

PART III . DUTIES OF INSPECTORS. 

Subordinate to Chief Inspector. Inspectors shall 
be directly subordinate to and under the control ofthe Chief Inspector ; 

12. General duties of Inspectors. The pain duties of 
the Inspector, as laid down in the Act, arc the inspection and examina 
tion of boilers and steam -pipes. Inspections shall be carried out in 
strict accordance with the Regulations and these rules. 

13. Inspectors to see that boilers are worked according 
to law . In addition to the inspection and examination of boilers , 
it is the duty of Inspectors to search for un -registered or uncertificated 
boilers within their arcas, and to see that certificated boilers are 
worked in accordance with the terms of their certificates, and with 
any regulation or rule under the Act for their safe working. - 

At the time of inspec 
14. Inspectors to advise owners . 
tion , Inspectors should advise the owner and the person in charge 
of the boiler on themanagement and upkeep of the boiler with special 
referenec to the amount of cleaning required in view of the quality 
of water used . 


II. 


* 


15. Specific duties. Inspectors shall 
(a) maintain a Memorandum of Inspection Book for each boiler 

under their charge and submit it to the Chief Inspector 

for examination and countersignature after each inspection ; 
(h) keep a diary for weekly submission to the Chief Inspector, 

showing places visited, boilers registered or inspected with 
fees paid thereon , variations from the 

programme 

and 

any 
other important particulars 
(c) inquire into accidents to boilers and stcam -pipes and report 

to the Chief Inspector ; 
(d) report to the Chief Inspector cases of unreported accidents 

discovered at the time of inspection ; 
(e) submit for the orders of the Chief Inspector 
(i) the Memorandum of Inspection Books of all boilers 

proposed for registration under section 7 ; 
(ii) proposals for increasing or decreasing the pressure of a 

boiler after inspection under section 8 ; 
(iii) proposals for necessary repairs , structural alternations 

or renewals to a boiler under section 8 or 12 , 
( iv ) proposals for revoking , cancelling or 

to renew 
a certificate under sections 11 or 8 ; 
(*) report when boilers have not been properly prepared 

for inspection under section 14 ; 
(vi) proposals for prosecutionsunder the Act. 

16. Inspections at special times. No examination : of a 
boiler shall be made by an Inspector for the purpose of registering 
or issuing a certificate for a boiler on a Sunday or gazetted public 
holiday or between the hours of sunset and sunrise without the 
specific orders of the Chief Inspector in each case. 

In such cases 
an extra fee equal to the usual registration or inspection fee for the 
boiler may be charged and half of the extra fee may be paid to the 
Inspector 

Attendance during hearing of appeals. Under 
orders of the Chief Inspector, Inspectors shall attend during the 
heating of appeals with regard to boilers under their charge before 
the Chief Inspector or the Appellate Authority . 

18. Registers to be kept. Every Inspector in -charge of a 
office shall keep : 

(a) a Register in Form A of all registered boilers situated 

within his jurisdiction ; 
(b) a Register of accidents 
(c) a Register of registration and inspection fees received : 


17 . 


PART IV - ADMINISTRATIVE INSTRUCTIONS FOR REGISTRATION , 


19. Importance of registration , Technical regulations for 
the registration of boilers and the scale of fees for registration are. 
prescribed in the Regulations. The details of measurements 
recorded at the time of registration constitute a permanent record 
for the boiler and determine the original pressure at which the boiler 
is allowed to work . It is accordingly essential that the work should 
be done with the greatest care and precision , 

20. Receipt of applications. Applications for registration 
shall be made under section 7 (1) cither to the Chief Inspector, or 
to the Inspector of the local area in which the boiler is situated 
and shall be accompanied under Rule 3 by a receipt for the prescribed 
fee . No application shall be accepted without the receipt . No 
boiler shall be registered , if on measurement the fee is found to be 
deficient, until the deficit has been paid . Any excess payment 
wily be refunded after the registration , 

21. Necessity of avoiding delay. It is essential that 
no delay should occur in registration . In large towns, the measure 
ments under section ; (3 ) should ordinarily be completed and the 
report submitted to the Chief Inspector within 7 days of the receipt 
of the application in no case should the interval exceed 30 days. 
The Chief Inspectorshould issue his orders under section 7 (4 )without 
delay. 

22. Register of registered boilers. The Chief Inspector 
shall maintain a Register of registered boilers in serial order in 
Form A in two parts ; in Part I (boilers originally registered in the 
State) the registered number of a boiler shall be the one immediately 
following the last serial number in the Register , Gap number due 
to boilers being broken up or transferred to another Slate shall not 
be filled up. In Part II ( boilers originally registered in other States ) 
entries shall be made as prescribed in Rulc 24. Inspectors in charge 
of an office sha!! keep a similar Register for all boilers within their 
jurisdiction . 

23. Procedure on transfer of a boiler . Whenever a 
boiler is transferred from another State into Travancore-Cochin the 
owner shall, under section 6 (b) apply to the Chief Inspector for the 
registration of the transfer; the boiler cannot be used until regis 
trațion has been effected. The Chief Inspector shall then obtain 
from the Stare from which the boiler was transferred the Registration 
Book and Memorandum of Inspection Beok of the boiler. No fee 
shall be charged for recording transfers. 

24. Entry of transferred boiler in Register.--On receipt 
of the Registration , and Memorandun of Inspection Books, the 


Chief Inspector shall enter the boiler under its original number in 
Part II of his Register, and shall instruct the Inspector of the local 
area in which the boiler is situated to enter it similarly in his Register . 
The Registration Book and the Memorandum of Inspection Book 
shall be kept in the Chief Inspector s office . 

..25. Note of transferred and dismantlcd boilers. When 
ever a boiler has been transferred to - another State or broken up, 
the fact shall be noted in the Register, In thc case of a boiler that 
has been permanently disinantled the Registration Book and the 
Meniorandum of Inspection Book shall be destroyed . 


V. ADMINISTRATIVE INSTRUCTIONS FOR INSPECTION , 


26 . Procedure at inspections internal inspection. 
Detailed instructions for the inspection of boilers are contained in the 
Regulations. The following general procedure at inspection should 
be observed 

At a thorough inspection of a boiler the Inspector should , 
wherever the size and construction of the boiler permit , go inside 
it and make a thorough inspection of all its internal parts . But 
before doing so he should satisfy himself that proper provision 
has been made for disconnection from any other boiler under steam . 

Should he find that proper provision for disconnection has not 
been made or that the boiler has not been properly cleaned or scaled 
or that it is unreasonably hot he should decline to proceed with the 
inspection and should report the facts to the Chief Inspector for 
orders under section 14 ( 2) of the Act. 

When a boiler is of such a size or its construction is such that 
the Inspector cannot go inside it there must be sufficient sight holes 
or hand-holes provided to enable him to see the principal internal 
parts . If any important part of a boiler is so constructed that the 
Inspector carinot examine it he should report the facts to the Chief 
Inspector for orders . 

2.7. External inspection . Boilers must be examined exter 
. nally as well as internally ; particular attention should be paid to the 
external parts of the boilers where in contact with seating blocks 
and brick -work, especially when the situation is damp. Having 
regard to many serious defects discovered , Inspectors should take 
care, in order to ensure proper inspection , that builers, of which 
the whole of the outsicle cannot be readily examined , are cleared 
whenever they consider it necessary of any concealing covering, 
supports of fittings , 

Saddle tanks and engine fittings of loco -motive 
should be removed for inspection of the parts underneath at the first 

boilers 
type 
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inspectioty and at any reasonable period afterwards if the Inspector 
cannot satisfy himself . If the owners in any special case have any 
good reasons for not wishing to clear covered parts the case should 
be submitted to the Chief Inspector for orders. The Inspector must 
keep in mind that he is not to certify as efficient any boiler regarding 
the condition of which he cannot thoroughly satisfy himself . 
28 . 

Casual working inspections--- At the inspection of one 
of a battery of boilers the Inspector should take the opportunity 
of examining the other boilers under steam with special reference 
to the water gauges, pressure gauges and safety valves. 

29. Proposals for reduction of pressure. When the 
Inspector decides that a boiler in one or more of its parts is no longer 
fit for the pressure approved for it he should , without delay, report 
his proposals for reducing the pressure to the Chief Inspector and at 
the same tinie submit his calculations for the wasted parts for check 
and approval of pressure. With regard to pitting and wasting of 
shell plates the Inspector must bear in mind that shell plates ordinarily 
are considerably stronger in the body of the plate , owing to being 
unpierced , than at the scams and consequently may become reduced 
in thickness to an appreciable extent in the body of the plate , 1, e., 
elsewhere than at the seams, and still be stronger than the scams, 

30. Repairs to boilers. Under section 12 of the Act the 
sanction of the Chief Inspector to all repairs proposed for boilers 
must be obtained beforehand . 

A few water tubes or smoko tubes, however,may in an emergency 
be renewed pending the sanction of the Chief Inspector but all such 

must be reported immediately to the Chief Inspector who may, 
if he deems fit , notify his sanction to the owner without verification 
of the renewals by an Inspector. 

Generally in repairing boilers the object to be obtained is to 
make 

up for damage or wastage by suitable compensation , either by 
renewal or repair of the part affected. Covering patches applied 
with the object of hiding defects are a source of danger and must 
not be passed . 

Welding by electric and oxy-acetylene processes may be em 
ployed in the repair of boilers, but, as the efficiency of the welding 
depends largely on the skill and care of the operator each case will 
have to be decided on its merits . 

Proper attention must be paid to the annealing of welded parts, 
An Inspector should, wherever possible , be present during some 
part, at least, of the welding operations. 

Extensive repairs such as renewal of furnaces , end platos parts 
of shell , fireboxes , girders, etc. , should be supervised , so far as 


cases 
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his other duties permit, by the Inspector, and at such times when 
fireboxes and smoke tubes of locomotive type boilers are withdrawn , 
advantage of the opportunity should be taken to inspect the internal 
parts otherwise inaccessible to close inspection . 

Repairs to boilers are prescribed in the Regulations. 
31. 

Entries in Memorandum of Inspection Books . An 
Inspector shall , as soon as convenient after an inspection , make the 
necessary entries in the Memorandum of Inspection Book for the 
boiler and submit the book to the Chief Inspector . Care should be 
taken to preserve the books and to keep them clean . Inspection 
notes should briefly state to what extent boilers were cleared of 
brickwork, lagging or concealing parts ; the general condition of 
the boiler ; parts requiring attention or repair and if special prepara 
tion is required at the next inspection , 

Inspectors should also note in the Memorandum of Inspection 
books all casual visits , inspections of steam pipes , visits for inspection 
of repairs, inquiry into accidents , etc., and so provide a useful record 
of the history of the boiler for the information and guidance of 
Inspectors at subsequent inspections . 

In making inspections it is important that the Inspector should 
pay particular attention to entries made in the Memorandum of 
Inspection Book at previous inspections, 

32. Entries in certificates. In addition to the entries required 
to be made under Regulation 389 it a certificate for a boiler the 
Inspector should state in the remarks column his requirements , if 
any, with regard to hydraulic test, removal of lagging, brickwork 
or other concealing part for the next inspection to cnable the owner 
to have the same properly prepared at that time. He should also 
state in the same place bis requirements regarding the repair or 
renewal of any part that may be considered fit only for the period of 
the certificate , 

In the repairs column should be entered the year of repair and 
description of repair effected. Only important repairs should be 
noted . 

His remarks should be brief. In the absence of remarks on the 
condition of boiler the boiler will be considered to be in good condi 
tion . 

33. Engraving of Registry Number. Paper slips of the 
proper size bearing the registry number allotted for a boiler will be 
supplied by the Chief Inspector. The slip should be pasted on the 
part of the boiler pointed out by the Inspector and the device traced 
through with a cutting tool. The engraving should then be com 
pleted by the removal to the prescribed depth of the metal between 
the traced lines , 
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34. Arranging for inspections. The notice required by 
sections 7 (2) and 8 (4) shallbe sent in Form B. If a hydraulic test 
is necessary in addition to the ordinary inspection ample notice must 
be given to the owner. 
35 

Issue of certificates and provisional orders. In cases 
in which the Inspector is empowered to issue a certificate inder 
section 8 without further reference, the certificate should ordinarily 
be issued within 48 hours of the completion of the inspection . Where 
he proposes to issue a provisional order, the Inspector must satisfy 
himself that the boiler is. fit to be worked at the maximum pressure 
and for the period cntered in the provisional order. The fact of 
issue of a provisional order must be reported immediately to the 
Chief Inspector. 

36. Provisional orders to be issued after hydraulic 
test. Provisional orders should be issued in every case of registra 
tion after hydraulic test of boiler if The Inspector is satisfied . 

The steam test may be witnessed at any convenient time within 
the period of the provisional order after which , if test was satis 
factory, the certificate under section 7 (6) is to be issued . 

37. Forms of provisional orders and certificates . Provi 
sional orders an -l certificates are prescribed in Form V and VI res 
pectively of the Regulations, 

The period specified in any provisional order or certificate shall 
begin on the day following that on which the enabling thorough 
inspection or hydraulic test is made . Whcre a certificate supersedes 
a provisional order during the period of its currency, the period of 
the certificate shall be retrospective and shall begin from the same 
time as that of the provisional order. 

38. Duplicate certificates. A duplicate of any certificate 
granted under section 7 or section 8 which is at the time in force 
shall be granted by the Chief Inspector on the application of the owner 
of the boiler if the Chief Inspector is satisfied that the duplicate is 
required for a bona fide purpose and the fee prescribed under Rule 44 


is paid . 


39 . Tees for inspection . Fees for inspection shall be calculated 
of the basis of boiler rating, as prescribed in Regulation 384. The 
following fees are prescribed : 

Registration fees. - Fees for registration and first inspection 
of boilers are prescribed in Regulation 385 of the Regulations, 
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. 


80 


500 


900 


200 


260 


Inspection fees. 

Rs. 
For Boiler rating notexceeding 100 

55 
For Bojler råting exceeding roo but not exceeding 300 60 
clo 

do . 
300 

500 
do . 

do . 700 

95 
do 

do . 
700 

900 

Ιο 
do . 

do , 1,100 

1 25 
do . 1,100 

do.. 2,000 140 
do . 2,000 

do . 4,000 170 
do . 4,000 

do , 6,000 
do . 6,000 do . 8,000 

230 
clo . 8,000 

do . 10,000 
For Boiler rating exceeding 10,000 

290 
Provided that the Chief Inspector may direct that no fee shall 
be payable in respect of a fresh application made in pursuance of 
sub -section (2 ) of Section 14 of the Act. 

For certificates for a period not exceeding six months, the fee 
shall be one-half of that prescribed for a twelve months ? certificate . 
For certificates for a period exceeding six months but not exceeding 
twelve months, the full fee prescribed for a twelve months certi 
ficate shall be levied . 
40 . 

Fee to cover inspection and tests . A fee paid for the 
inspection of a boiler shall cover thorough inspection , hydraulic test 
and steam test where such are necessary, subject to the provisions 
of section 14 ( 2 ) . 

41, Second fee in default. A second fee will be leviable for 
reinspection in any case where the inspection of a boiler is begur , 
but, owing to the fault or neglect of the owner or person in charge , 
is not completed within a period of six months from the date of 
commencement of inspection , 

42. Sanction of Chief Inspector to second fee. No extra. 
fee shall be levied except with the sanction of the Chief Inspector. 

43. Fee for copy of Registration book . The fee for cach 
copy of a Registration Book shall be Rs. 5. 

44. Duplicate certificate fees. The fee for each duplicare 
certificate under Rule 38 shall be Rs . 3 . 
45 Refund of fees, 

Fees paid in excess and fees paid for an 
inspection which for any reason not due to any fault or omission 
of the owner or person in charge of the boiler has not been made , 
shall be refunded if a refund is applied for within one year from the 
date of payment, 


PART V1 - ACCIDENTS, 


-46, Investigation of accidents. On the receipt of a 
report of an accident to a boiler or steam -pipe under section 18 , 
the Inspector should , with the least possible delay, proceed to the 
place to investigate the accident. If the report is received by the 
Chief Inspector, he should forward it at once to the Inspector within 
whose jurisdiction the accident has occurred for necessary action . 

47. Procedure during inquiry. The Inspector at his 
inquiry shall make a careful examination of the damaged parts, 
and shall take such mcasurements and make such sketches for the 
purpose of his report, as he may deem necessary. He shall inquire 
into the circumstances attending the accident and note the time of 
its occurrence , its nature and extent, the injury caused to persons 
and the damage done to property . 

48. Power to hold inquiry in writing. Inspectors are 
authorised to take the written statements of witnesses and all persons 
immcdiately concerned with the accident. In order to comply 
with the provisions of section (18 (2), the Inspector should present 
to the owner or person in charge of the boiler a series of written 
questions on all points that are material to the enquiry. 
49. 

Use of boiler after accident. The Inspector must 
decide whether the use of the boiler can be permitted at the same 
or at a lower pressure without repairs or pending the completion 
of any repairs or alterations that he may order. In no case should 
he issue a provisional order or renewal certificate, until his orders have 
been carried out. 
50 . 

Procedure in case of serious accidents. The report 
should be sent without delay to the Chief Inspector ; if he considers 
that the investigation has been sufficient, he will record the facts 
in his Register of Accidents, and enter a brief account of the accident 
in the Registration Book, a copy being made in the Memorandum 
of Inspection Book . If, however, the accident is of a serious nature 
and in all cases in which an explosion hasoccurred , the Chief Inspector 
should , after receipt of the Inspector s report, proceed to investigate 
accident personally either alone or with the assistance of a member 

bc 

may 
of the pancl of assessors appointed under Rule 63 who ap 
pointed for this purpose by the Commissioner. Reports of such 
inquiries should be recorded as indicated above . 

51. Remuneration of Assessor . The Assessor shall be 
remunerated at such rate as may be prescribed by Government 
and be allowed the travelling expenses incurred by him in attending 
the inquiry. 


12 


. 


52. Reference in Annual Report. A brief account of all 
accidents and their causes should be included in the Chief Inspector s 
Annual Report. 

53. lInreported accidents . If in the course of an inspection 
or at any other time, the Inspector discovers damage which comes 
within the definition of an accident, butwhich has not been reported 
he should report the facts at once to the Chief Inspector for action 
under section 24 (d ). 

PART VII - AL PEALS, 
$ 4. Filing of appeal. Every petition of appcal shall be made 
in writing either in English or in Malayalam or Tami). 
5 $ 

Presentation of appeal.: An appeal may be presented 
either personally or by registered post to the Chief Inspector. 

56. Form of appeal. The petition ofappeal shallbe accom 
panied by the original order , notice or report appealed against , 
or by a certified copy thereof, or where no such order, notice or 
report has been made in writing, by a clear statement of the facts 
appealed against , the grounds of appeal and the referring section of 
the Act . 

57. Fixing date for hearing. On receipt of an appeal, 
the Chief Inspector shall, if the appeal is to be heard by himself, 
at once fix a date for hearing the appeal; and if it is to be heard by the 
appellate authority , obtain a date for the hearing of the appeal from 
the President of the Appellate Authority: It is important that there 
should be no delay in the decision , of appeals , as the stoppage of a 
boiler is likely to put the owner thereof to great inconvenience , 
The decision should ordinarily be given within 10 days from the 
receipt of the petition of appeal, 

58. Procedure before hearing. When the date for hearing 
has been fixed , the Chief Inspector shall at once issue a notice to the 
appellant stating the date for hearing and informing him that if he 
wishes to be heard in support of the appeal or to produce evidence 
he must be present either in person or by authoriscd agent with 
his evidence on the date fixed . The notice shall be sent by registered 
post toʻsuch address as shall be entered in the petition of appeal. 

Presence of Inspector. - In all appcals the Chicf In 
spector shall decide whether the presence of the Inspector is necessary 
and shall issue orders accordingly . 

60. Attendance of witnesses. The Appellatė, Authority 
shall have power to secure the attendance of witnesses and to make 
local inquiries under the provisions of the Code of Civil Procedure. 


59 . 
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If the appellant is not present 


61. Exparte decisions. 
on the date fixed , the appeal may be decided in his absence. 

62. President ofAppellate Authority . The State Govern 
mentshall appoint an officer to be President of the Appellate Authority 
for such period as it thinks fit . The President shall be an officer 
who has exercised the powers of a judge or magistrate or a person 
who is a barrister, advocate, pleader or a graduate in law of any 
University in the Republic of India or the Commonwealth , and has 
exercised or is exercising the powers of a Court within the meaning 
of section 3 of the Indian Evidence Act, 1872. 

63 Panel of Assessors . The State Government shall 
constitute a panel of assessors for the purpose of assisting in the hearing 
of appeal. Assessors must be fully qualified mechanical engineers.. 

64 . Constitution of Appellate Authority. Whenever 
the date for an appeal before the Appellate Authority has been fixed , 
the Chief Inspector shall, under the orders of the President of the 
Appellate Azithority , arrange for the attendance of ; members of 
the panel constituted under the preceding rule to act as assessors . 

65. Costs in appeals . In appeals before the Appellate 
Authority the President is authorised to fix the costs and recover 
thein from the appellant in any case in which the appcal is dismissed : 
in all cases of appeal in which a local inspection is required by the 
appellant he shall deposit in advance the full costs ofsuch inspection , 

66 . Fees required for certificates granted on appeal . 
Any order on appeal authorising the registering of a boiler or the 
grant or renewal of a certificate shall be deemed to be subject to the 
paynent of such fees as are prescribed by rules or regulations framed 
under the Act. 
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FORM A. 


,Boiler Inspection Department. 


REGISTER OF BOILERS, 


(Rules 9 , 18 and 22 ) 


Registry 

No. 


Type of 


Boiler 
rating 


Name of 

Year & place of 
manufacturer construction 


Boiler 


Name of 


Place where 


Date of 
registration 


Remarks 
(transfers,etc. ) 


Owner 


in use 


8 


In Part II of the Register, Column 1 should contain the registry 
number and letters. 
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FORM 


B. 


INDIAN BOILERS ACT, 1923 (Act V of 1923 ). 


Notice of Examination of Boiler under Sections , and 8. 


(Rule 34 ) 


No.. 


of 19 


BOILER INSPECTION OFFICE , 


-Datest 


the 


19 


To 


...you are 

..at the 


In reply to your application dated ... 
- hereby informed that Boiler Registry No.. 
above" named, premises will be thoroughly examined hydraulically 
tested by the Government Inspector on the .. 
To enable the examination to be made , you are bound 


(a) to afford to the Inspector all reasonable facilities for the 
examination and all stich information as may reasonably be required 


of you ; 


(b) to have the boiler properly prepared and ready for 
examination in the prescribed manner; and 

(c) in the case of an application for the registration of a boiler , 
to provide such drawings, specifications, certificates and other parti * 
culars as may be prescribed . 
Voucher No.. 

in ackuowledgment of 
Bank | Treasury Receipt No. 

for Rs......... 
accompanies. 


Inspector of boilers. 
(See reverse for preparation required.) 
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Reverse of form B. 

PREPARATION FOR EXAMINATION . 


See Chapter ix of the Regulations. 

( Regulation 376.) 

(A ) PREPARATION FOR INSPECTION , 
(a) At every examination of a boiler for the grant or renewal 
of a certificate, the boiler shall be empty and thoroughly cleau in 
all its parts. Except as provided for in sub-regulation ( ) all doors 
of manholes, handholes and siglatholes and cleaning plugs and all 
caps in theheaders and mud drums of water - tube boilers , all firebars , 
bearers, front plates, bridge plates, firebridges, brick arches, oil ſuel 
burners andmechanical stoker fitting, shall be removed . All walls 
and cocks comprising the boiler mounting shall be opened up and 
taken apart and the valves or cocks ground, when necessary , before, 
the Inspector s visit , 

(b) Provision shall , if required by the Inspector, be made 
for the removal of lagging or brick -work, or other concealing part 
and for the drilling of plates, and for verifying the pressure gauge 
and safety valve dimensions and weights . 

(c) All smoke tubes, exterior of water tubes , smoke boxes, 
and external flues shall be swept clean . 

(d) Provision shall be made for the effective disconnection 
of all steam and hot water communication with any other boiler under 
steam as prescribed in chapter X of these Regulations. This shall 
be effected either by the removal of a length of pipe from the steam 
and feed piping or by the insertion of substantial blank flanges. Where 
blank flanges are employed , they shall be inserted between the flange 
of the chest and the pipe attached to it . 

(C) No blank flange shall be inserted between a safety valve 
chest and the boiler . 

(f) Atalternative annual inspections and subject to a minimum 
of three bottom rows or all tubes subject to the first pass of heat 
being opened up for inspection , the Inspector may at his discretion . 
relax the preparation for inspection called for under (1 ) above in 
favour of boilers having an evaporative capacity of 200,000 lbs. 
per hour and over, and fed with water treated to the satisfaction of 
the Inspector 
Note : - These provisions as to effective disconnectivh shall extend 
to every case wherein a person is sent or with the asscnt of the 
owner or person in charge goes into a boiler for any purpose . See 
chapter X of the Regulations. 


(Regulation 378 ) 


(B ) PREPARATION TOR HYDRAULIC Test , 


1 


(a ) The chests of all mountings subject to steam pressure 
shall be in place and shut light or blank flanged, 

(b) The safety valves should invariably be removed and the 
chest opening blank flanged . 

(1) The attachment for the Inspector s pressure gauge and 
the nipple for connecting the Inspector s test pump huse shall be 
in order. 

(d) All doors shall be properly jointed and tightened up . 
The boiler shall be completely filled with water, care being taken 
to allow all air to escape and, if possible , a preliminary test not 
exceeding the working pressure of the boiler shall be taken before 
the Inspector s visit , to test the tightness of the joints. 

(e) When a boiler is hydraulically tested for the first time 
it shall be entirely cleared of lagging, or brickwork ; at subsequent 
tests the lagging or brickwork, or portions thereof, shall be removed 
if required by the Inspector . 


Preparation Now Required (A ), (B). 


Note. The last certificate for the boiler should be shown to the 

Inspector. 
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FORM C. 


( See Rule 8 ) 


General working of boilers. 
INSTRUCTIONS TO BOILER ATTENDANTS , 


These instructions should be frequently and carefully studied 
with a view to keeping in mind the precautions to be observed, and 
the ordinary procedure to be followed in the safe working of boilers, 


PRECAUTIONS BEFORE STARTING THE FIRES , 


Before starting the fires in a boiler, the attendant should : 

(1 ) see that there is sufficient water in the boiler and that 
be gauge cocks are working freely ; 

(2 ) case safety valves , or open cock on top of boiler to allow 


air to escape ; 


(3) see that the blow -off cock is fully closed and tight; 

(4 ) see that the safety valves and feed check valve are free 
and workable ; 

(5 ) see that water is not leaking from any part of the boiler ; 
(6 ) note if the pressure gauge pointer is at zero ; 

(7) see that the feed pump is in working order. 

He must not rely on the supposition that the water he has 
previously put in is still in the boiler , as it may have run out without 
his knowledge through a leak or open cock , nor can he be sure that 
the gauge glass shows the true water level until he has tested it . 
This is done in the following manner ; shut off the lower gauge 

cock 
and empty the glass by the drain cock ; then shut the drain cock 
and the 

gauge cock ; if 

every thing is in order, the water will 
then rise in the glass to the same height as before . 

Raising steam :-In getting up steam in all types of boilers the 
operation should be as gradual as circumstances will allow . Nothing 
tuins a new boiler into an old one sooner than getting up steam too 
quickly . Forcing the fires when starting work is liable to cause 
straining of the seams and tubes of the boiler, In the ease-of-large 

toilers generally , steam should not be got up in less thar six hours . 
** Refore getting up steara, the water level should be observed ; to 

ensure that water is at the proper height in the glass, the pressure 
gauge noted , and the safety valves tried to see they are free. 

The 


open 
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blow -off cock should be examined to see that it is completely shut 
and tight. 

Pressure gauge. — The pressure or steam gauge should be kept 
in order , and be in such a position as to be easily seen by the boiler 
attendant. There should be a plain mark on it showing the highest 
pressure allowed for the boiler, and the dial should be kept clean so 
that the figures may easily be read . 

Steam pressure. --Ordinarily the safety valve will prevent the 
stcam from rising much above the working pressure , but if the steam 
gauge shows so rapid and increase of pressure as to indicate danger 
of exceeding the highest limit, water should be immediately fed 
into the boiler and the dampers partially closed in order to diminish 
the effect of the fire . If, however , the water has fallen so low that 
there is danger of an accident from this cause, the fires should be 
withdrawn before feeding in water, the safety valves eased , and if the 
engine is at rest it should be started so as to reduce the pressure. 

The safcty valves are provided to guard against over pressure. 

· They should be moved by hand every day so as to prevent them 
from sticking . " If moved only occasionally , they are liable to leak . 

The valve can be tested by slowly raising it a little and when 
let down, it should close perfectlyétight. It should never be opened 
by a sudden knock or pull . If it does not close tight turn it on 
its seat until it fits, or when its construction does not permit this , 
raise it slowly a few times and let it down again, but on no account 
must the valve be scrowed down further or loaded more than what 
has been allowed by the Inspector . 

Safety valves must never be overloaded, and spring valves should 
have ferrules or other provision against the valves being screwed 
down too far . 

In case of an accident resulting from wilful over 
:: loading, the culprit might be held criminally responsible at the 
official inquiry or inquest. 

Low water safety valves .-If there is a low water safety valve, 
test it occasionally by lowering the water level to see that the valve 
begins to blow at the right point. It should give warning " before" 
the water level has sunk too low , and before damage can be done. 
When the boiler is opened, examine the floats and lever and see that 
they are free and that they give the valve the full rise . With the 
ordinary type of high- steam and low water safety valve the float 

when 
should be down at its lowest position and the valve full open 


the boiler is empty . 


The water gauges.-- These will be kept in best order by frequently 
blowing through . The cooks are thus kept in good working con 
dition without leaking. Blow through the drain cock at the bottom 
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of the gauge , and shut and open the steam and water cocks every 
few hours . These cocks should be blown through more frequently 
when the water is dirty . Should either of the passages become 
chocked , or whenever the water in the gauge glass moves sluggishly 
the passages must be cleaned . This is best done with a wire . The 
gauge glass is so arranged that its top cock connects with the steam 
space and its bottom cock is below the water line. The water line 
will ordinarily be near the middle of the glass tube. Always test 
the glass water guages thoroughly the first thing in the morning and 
at the commencement of every shift. This is done by first opening 
the drain cock and then shutting the upper cock which should give 
water ; the upper cock should then be opened and the bottom cock 
closed -- which should give steam ; during this test the drain cock 
should be kept open . 

If water and steam do not appear in proper order the cocks 
are chocked and the passages should be cleaned . To lessen the risk 
of breaking the gauge glass the water cock should always be reopened 
after the steam cock . 

Gauge glasses with a narrow white stripe running the whole 
length of the glass on the side next the boiler arc recommended 
as they show the water line more clearly , especially when the water 
is dirty . 

The Indian boiler regulations require every water gauge glass 
to be fitted with a guard to prevent injury to the attendant. See 
that it is always in place , and clean , when there is steam in the boiler. 

Special Note .-- It does not follow that there is plenty of water 
in the boiler because there is plenty of water in the gauge glass, 
The passages may be chocked , and empty gauge glasses are sometimes 
mistaken for full ones, and explosions have resulted therefrom . 
Hence the importance of keeping the gauge cocks perfectly tight and 
clean of blowing through the test cocks frequently . 

A large number of accidents have been due to inoperative 
water gauges, and to negligence of the attendant in not carefully 
reading the water level. 

The Blow -off Cock . The Blow -off should be used daily if the 
water is at all dirty or sedimentary, especially with Locomotive type 
and Vertical Boilers, as their narrow water spaces are liable to get 
chocked with mud ; which soon hardens into a slid mass . 

The 
amount of water to be blown out depends on the size of the boiler 
and can be determined only from experience . When blowing out, 
the best result is obtained if the water has been at rest for some time 
(say before the engine is started ) thus giving the sediment time to 
settle ; if the feed water is clean merely turn the cock round . 
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The Scus Cock. – When scum cocks are fitted , if the feed water 
is dirty , a little should be blown off daily ; if the water is clean , 
merely turn the cock round. Before opening the scum cock, 
see that the water is at the height indicated by the water-levelpointer, 
• otherwise the scumming will be ineffective . Water should be blown 
from the suraface through the scum cock when steam is being drawn 
off , i.e., when the engine or other machinery is working , 

Maphole and other Door joints.--When making such joints the 
jointing materials should never be of round-sectioned packing. 
Care must be taken that the spigot of the door is centrally placed 
in the hole , as many accidents have resulted from packing being 
blown out between the spigot and side of hole , even when the 
clearance was only 18 of an inch . The nuts must be carefully and 
evenly tightened . Further tightening should be made during the 
process ofheating up the boiler when raising steam . 

Steam pipes. — When properly arranged, should give no trouble . 
Frequently , however, they are so designed as to contain pockets , 
in which , while out of use , condensed steam accumulates. Such 
water is exceedingly dangerous and great care should be taken to 
see that the pipes are properly drained before the stop -valve is 
opened otherwise " water hammer" will take place even with the 
best designed steam pipes, and disastrous explosions, causing loss of 
life and property may occur. 

Scale and Grease . — Roughly speaking, scale offers a hundred times 
as much resistance to the passage of heat as does a similar thickness 
of steel or iron , A half inch furnace plate covered with alsoth inch 
scale is as efficient a heat retarder as a steel furnace 10 inches thick , 
Grease is about ten times worse than scale . In a boiler at work the 
temperature of a clean furnace plate is only slightly in excess of that 
of the water in the boiler ; but if scale or grease is interposed between 
the water and the plate , the latter acquires a temperature more 
nearly approximately that of the flame with which it is in contact. 
If the fire is fierce (artificial draught) the furnace tube may grow so hot 
that it elongates considerably . " If in addition , cold air is adrnitted . 
during each firing, a concerting action of the furnace takes place, 
which is one of the worst causes of boiler wear and tear. 

Wear and Tear. Can be reduced and the life of a boiler prc 
longed if scale and grease are prevented from accumulating in a boiler . 
The combined effects of scale or grease and artificial draught are 
disastrous. Scale or grease also causes waste of fuel. 

Grease.-- A mixture of sedimentary water, soda, and grease 
produces an adhesive scum . Where this is suspected , the water 
level should ncver be lowered below the furnace, top unless the 
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boiler is afterwards entered and this scum cleaned off the furnace 
plate before firing again . 

Scale removal.--- The customary method is not a satisfactory 
one. The boiler is emptied and then cooled down by opening 
all the manholes, and the result is that the scale , which would other 
wise be soft , hardens through contact with the air, and requires 
laborious chipping off. 

A very cffective, but slower method, is to retain the water in 
the boiler until cool, and not to run it out until the men are ready . 
to enter the boiler with water hose, brushes and scrapers, The 
scale will then be soft and easily removable . 

If time is a consideration , the cooling can be accelerated by 
adding cold feed to the hot water in the boiler and slowly running off 
the cooled water . 

Another method is to blow off the boiler with 
the lowest possible pressure (not more than 20 lbs.) and to keep it 
closed until cold . The scale will then be easily removed , 

Treatment of Feed water . --Many feed waters require soda or other 
chemicals to arrest corrosion or to change the nature of the scale . 

There is no harmless chemical which will remove scale or sedi 
ment when it has once got into the boiler and the only effective 
process is to purify the feed water before it enters the boiler . By : 
this means,the sediment, and generally , the added chemicals tos, can 
be deposited in tanks or in filters, and therefore never goes into the 
boiler. Excepting when the water obtainable is very good , water 
purifying apparatus ought to pay any boiler owner, particularly 
at those works where three or more boilers are in constant work . 
Boiler owners wishing to have definite advice as to the best treatment 
of their feed water should have it analysed at Chemical 
Laboratory and ascertain the best treatment in the particular cir 


:: 


some 


cumstances . 


Special attention is drawn to the not infrcquent but very 

bad 
practice of allowing the waste steam from the Engine Cylinders or 
Pumps to be drained into the boiler Feed Water Tanks . The waste 
steam from cylinders is always mixed with a certain amount of oily 
matter, which will be deposited in the feed water tanks and ultimately 
be pumped into the boiler, with possibly, disastrous results, as it 
will be obvious to every careful boiler attendant that should the 
oil be deposited on the furnace crowns, they become over-heated 
and collapse . 

It should be the first care of the Boiler Owner, and the Boiler 
Attendant to see that the feed water is kept. 
Impure feed water. means additional expense on the upkeep of the 

as pure as possible. 
boiler , 
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Preservation of Boilers when not in use.- Steam boilers when not 
in use are liable to deterioration from corrosion , and , unless well 
cared for and made rust-proof, they may depreciate more rapidly 
than when ir use. They should be thoroughly drained and thoroughly 
dried and all valves,cocks and openings closed so as to exclude moisture . 
Another plan is to fill the boiler with water to which about 11100 
per cent caustic soda has been added . 

Special Instruction for Boiler No. 


This boilor should be opened up and thoroughly cleaned after 
a period of work which should not exceed .. 

...A record of such clanings 
should be maintained and produced , when required by the Inspector. 


Dated . 


Inspector of Boilers . 


Gazette No. 5 dated 29d February 1954 . 


PART I. 


Section IV . 


NOTIFICATION . 


12th January 1954 , 


No. L3-3273 / S3 /DD . 

The following draft of certain Rules which Government propose 
to make in exercise of the powers conferred on them by Section 29 
of the Indian Boilers . Act 1923 (Act No. V of 1923) is published , 
as required by Section 31 of the said Act, for the information of 
all persons likely to be affected thereby and notice is hereby given 
that the said draft will be taken into consideration after two months 
from the date of publication of this notification . 

Any objection or suggestion which may be received from any 
person in respect of the draft before the date specified will be con 
sidered by the State Government . 

By order of His Highness the RajPramukh , 

K. NARAYANA MENON , 

AddI. Secretary to Goveraden . 
Government Secretariat , 
Development Department Labour Section , 


THE TRAVANCORE- COCHIN BOILER ATTENDANTS 


RULES , 1953 


I. PRELIMINARY 


Short title, commencement and definition . (1) These 
rules may 

be called the Travancore -Cochin Boiler Attendants 
Rules , 1953. 

(2 ) They shall come into force on the ist January 1954 . 
(3 ) In these Rules, unless the context otherwise requires, 
(a) " the Act " means the Indian Boilers Act, 1923 (V of 

1923) 
(b) " section " means a section of the Act . 
(c) every reference in these rules to a boiler or boilers 

shall be deemed to include also a reference to an 
economiser or. economisers, respectively. 


G. 110 
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II. GENERAL: 


!! 


3 : 


Attendant s Certificate. - The owner of a boiler shall not use it 

2. Boiler to be in charge of person holding a:Boiler 
or permit it to be used unless it is placed under the direct 
, and 
immediate charge of a fit and proper person as required by rule 

Provided that the State Government may, by notification in the 
Gazette , exempt any boiler or classes or types of boilers from the 
operation of this rule: 

Provided further that nothing in these rules shall debat a person 
holding a certificate of competency, as an attendant granted under 
the Cochin Boiler Rules Ting from remaining in attendance and in 
charge ofa boiler or boilersto the extent of his qualifications indicated 
in such certificate . 

3. Competent person must possess certificate ; extent of 
qualification .--No person who does not possess a certificate of 
competency as an attendant under these rules shall be deemed a fit 
and proper person to hold charge of a boiler and no holder of 

any 
such certificate shall be deemed a fit and proper person to be in 
attendance and in charge of a boiler except to the extent of his quali. 
fication indicated in such certificate. 

4. Holders to produce the same certificate when called 
for by any authorised person.— The holder of a certificate or 
a Provisional Order under these rules shall , at all reasonable times 
during the period any boiler is in his charge, be bound to produce 
such certificate or provisional order.when called upon to do so by 

persons empowered under section 15 to call for the pro 
duction of the certificate or provisional order authorising the use of 
the boiler . 

Owner to furnish Chief Inspector with particulars 
of certificates- (1) The owner of any boiler or battery of boilers who 
cngages any person to be in charge thereof, shall within seven days 
of such engagement furnish the Chief Inspector with full particulars 
of such person including the grade, serial number, date apd place of 
issue of his certificate , 
charge of such boiler shall, in the event of such person leaving blie 

( 2 ) The owner of any boiler who engages any person to hold 
employment or in the event of the death of such person , reportthe 
fact forthwith to the Chief Inspector and shall send along with the 
report the certificate granted under these rules to such 
the same is deposited with him : 


any of the 


S. 


if 


person 


Provided that where the person so engaged to hold charge of 
the boiler leaves the employment after due notite , the owner shall 
return the certificate to such person instead of sending it to the 
Chief Inspector. 

6. Limits of daily period of attendance, reliefs allowed ancl 
sphere of action. - (o) An attendant in charge of a boiler for 
which a certificate of competency as an attendant of the first class 
is required may be relieved of charge by a person holding a certis 
ficate of the second class , in any one clay for not more than two 
periods , the total of which does not exceed two hours . 

(b) The holder of a first class certificate may , with the consent 
in writing of the Chief Inspector be relieved by a person holding a 
certificate of the second class for a period which may extend to seven 
consecutive days which , in special circumstances , the Chief Inspector 
may extend to any length of time not exceeding 30 days at a time. 

(c) A person in charge of a boiler shall be deemed to be in 
direct and immediate attendance and charge of the same when he 
is within 150 fcet of such boiler, 

When boiler deemed to be in use.- (a ) A boiler shall 
be deemed to be in use for the purpose of these rules when there 
is active fire in the furnace , firebox or fireplace for the purpose of 
heating the water in the boiler. A boiler shall be deemed to be 
not in use only when the fire is removed and all steam and water con 
incctions are closed . 
:: ) An economiser shall be deemed to be in use for the purpose 

of these rules, when there is flow of flue gases past the economiser 
and an appreciable heat transfer between the water and the heating 
gases . 
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I. BOARD OF EXAMINERS. 


8 . Constitution of the Board of Examiners.- ( 1) A Board 
of Examiners shall be constituted for the State of Travancorc -Cochin 
consisting of the Chief Inspector, an Inspector nominated by the Chief 
Inspector, and not less than two other members having theoretical 
and practical knowledgc of primcmovers and modern boiler practice 
to be appointed by the State Government from time to time. 

(2) The Chief Inspector shall be the ex-officio Chairman 
and the Inspector nominated by the Chief Inspector shall be the ex 
officio Secretary to the Board of Examiners. 

9 . Term of office of the members . The term of office of 
cach of the members other than the ex - officio members of the Board 
of Examiners shall be three years . If a member leaves the State of 
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a person 


Boiler to be in charge of person holding a :Boiler 
Attendant s Certificate . - The owner of a boiler shall not use it 
or permit it to be used unless it is placed under the direct and 
immediate charge of a fit and proper person as required by rule 3 : 

Provided that the State Government may, by notification in the 
Gazette , exempt any boiler or classes or types of boilers from the 
operation of this rule:: 

Provided further that nothing in these rules shall debar 
holding a certificate of competency, as an attendant granted under 
the Cochin Boiler Rules 1115 from remaining in attendance and in 
charge of a boiler or boilers to the extent of his qualifications indicated 
in such certificate , 

3. Competent person must possess certificate ; extent of 
qualification .-- No person who does not possess a certificate of 
competency as an attendant under these rules shall be deemed a fit 
and proper person to hold charge of a boiler and no holder of any 
such certificate shall be deemed a fit and proper person to be in 
attendance and in charge of a boiler except to the extent of his quali 
fication indicated in such certificate . 

4. Holders to produce the same certificate when called 
for by any authorised person. — The holder of a certificate or 
a Provisional Order under these rules shall, at all reasonable times 
during the period any boiler is in his charge, be bound to produce 
such certificate or provisional order when called upon to do so by 
any 

of the persons empowered under section 15 to call for the pro 
duction of the certificate or provisional order authorising the use of 
the boiler. 

Owner to furnish Chief Inspector with particulars 
of certificates -(1) The owner of any boiler or battery of boilers who 
engages any person to be in charge thereof, shall within seven days 
of such engagement furnish the Chief Inspector with full particulars 
of such person including the grade, serial number, date and place of 
issue of his certificate . 

(2) The owner of any boiler who engages any person to hold 
charge of such boiler shall, in the event of such person leaving his 
employment or in the event of the death of such person , report the 
fact forthwith to the Chief Inspector and shall send along with the 
report the certificate granted under these rules to such 
the same is deposited with him : 
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if 


person 


Provided that where the person so engaged to hold charge of 
the boiler leaves the employment after due notice , the owner shall 
return the certificate to such person instead of sending it to the 
Chief Inspector . 

6. Limits of daily period of attendance, reliefs allowed and 
sphere of action .- (a) An attendant in charge of a boiler for 
which a certificate of competency as an attendant of the first class 
is required may be relieved of charge by a person holding a certi. 
ficate of the second class, in any one day for not more than two 
periods , the total of which does not exceed two hours, 

(b ) The holder of a first class certificate may, with the consent 
in writing of the Chief Inspector be relieved by a person holding a 
certificate of the second class for a period which may extend to seven 
consecutive days which , in special circumstances, the Chief Inspector 
may extend to any length of time not exceeding 30 days at a time. 

(c). A person in charge of a boiler shall be deemed to be in 
direct and immediate attendance and charge of the same when he 
is within 150 feet of such boiler. 

7. When boiler deemed to be in use .-- (a ) A boiler shall 
be deemed to be in use for the purpose of these rules when there 
is active fire in the furnace , firebox or fireplace for the purpose of 
heating the water in the boiler . A boiler shall be deemed to be 
not in use only when the fire is removed and all steam and water con 
nections are closed , 

(b) An economiser shall be deemed to be in use for the purpose 
of these rulcs, when there is flow of flue gases past the economiser 
and an appreciable heat transfer between the water and the heating 
gases. 


II . BOARD OF EXAMINERS . 


8 . Constitution of the Board of Examiners.---(1) A Board 
of Examiners shall be constituted for the State of Travancore -Cochin 
consisting of the Chief Inspector, an Inspector nominated by the Chief 
Inspector , and not less than two other members having theoretical 
and practical knowledge of primemovers and modern boiler practice. 
to be appointed by the State Governnient from time to time, 

(2 ) The Chief Inspector shall be the ex -officio Chairman 
and the Inspector nominated by the Chief Inspector shall be the ex 
officio Secretary to the Board of Examiners. 

Term of office of the members.-- The term of office of 
each of the members other than the ex -officio members of the Board 
of Examiners sluall be three years. If a member leaves the State of 
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of papers . 


Travancore-Cochin or is absent therefrom for a period of more 
ihan six months, he shall be deemed to have vacated his seat on the 
Board and another person may be appointed in his place for the 
unexpired portion of his term . 

Function of the Board . --The Board of Examiners Shall - 
(i) Conduct examination of candidates for the 

grant of 
certificates of competency as a boiler attendant ; 

(ii) grant certificates of competency as a Boiler Attendant; 

(iii) consider the reports of enquiries into allegations of 
drunkenness, negligence or misconduct on the part of Boiler Atten 
dants holding certificates of competency granted under these rules 
and take such action as they may consider necessary . 

11. Meeting of the Board ... The Board of Examiners shall 
meet as often as may in the opinion of the Chairman be necessary 
for transacting business which cannot be disposed of by circulation 

At least fifteen clear days notice of a meeting shall be 
sent to each member . 

12. Quorum . — The Chairman or the Secretary and twomembers 
of the Board of Examiners shall form a quorum . 

13 , Chairman of the Board .- The Chairman shall preside over 
all meetings of the Board of Examiners and in his absence, a member 
chosen by the members present at the meeting shall preside over the 
meeting, 

14. Secretary of the Board . --The Secretary of the Board 
of Examiners shall maintain a register of boiler attendants holding 
certificates of competency and shall perform such other functions 
as are specified in these Rules or as the Chairman of the Board of 
Examiners may direct . 

15. Board s Endorsement on application .-- The Board of 
Examiners shall endorse on the printed application form of each can . 
didate the result of his examination for a certificate of competency 
is a Boiler Attendant. The endorsed application shall be returned to 
the Secretary of the Board . 

16. Board empowered to refuse issue of certificate . 
The Board of Examiners shall have power to refuse the issue of certi 
ficate of competency as a Boiler Attendant to any candidate who in 
the opinion of the majority of the members appears too old or 
physically unfit through deformity , constitutional weakness, defective 
eyesight, deafness or loss of a limb to perform efficiently the duties 
of a Boiler Attendant , 

When the Board refuses to issue a certificate of competency 
on the ground of physical Gtness, he may produce a certificate from 
a Registered Medical Practitioner approved by the State Government. 
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If the candidate produces a certificate of physical fitness the Board 
shall issue a certificate . 

17. Each member of the Board of Examiners shall be entitled 
to receive fees for exanining candidates under these rules and the 
rate of fecs shall be determined by the State Government. 


IV . EXAMINATION . 


18. Examination.-- Examinations for the grant of certificates 
of competency as a Boiler Attendant to remain in charge of boilers 
shall be held by the Board of Examiners at such place and on such 
dates as may be notified by the Secretary of the Board from time to 
time in the official Gazette . 

19. , Examination for granting certificates of competency as a 
Boiler Attendant shall be of two kinds viz. one for the award of 
ist class certificate of competency as a Boiler Attendant and the 
other for the award of second class certificate of 

competency as a 
Boiler Attendant. 

:: 20 . Postponement of Examination .-- When a date fixed 
for the examination is declared a gazetted holiday or when for any 
unforeseen reason an examination cannot be held on the date fixed , 
the Chairman may fix someother day for holding the examination and 
the same shall be duly notified to the candidates for examination . 


V CERTIFICATE OF COMPETENCY . 


21. Classes of Certificates and capabilities of bolders 
thereof.-- Except as otherwise provided in these rules a certi 
ficate of competency granted thereunder shall be of two classes. 
The certificate of the First Class shall qualify the holder thereof 
to be in charge of a single boiler of any type or capacity or two or 
more boilers in a battery or of so many separate individual boilers, 
the total heating surface of which does not exceed 7,500 sq. ft., 
provided that such boilers shall be situated within a radius of 75 ft . 
in the same premises and belong to one owner. 

A certificate of Second Class shall qualify the holder thereof 
to be in charge of a single boiler of any kind , the heating surface of 
which does not exceed 1,500 sq. ft. 

Second Class Boiler Attendant 
may, however, attend to a battery of boilers (not consisting of roſe 
than three connected boilers and not exceeding 1,500 sq. ft . it 
aggregate of total heating surface) provided he is assisted by the 
number of firewen considered necessary by the Chief Inspector 
of Boilers, 
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Rs: 15 


Rs. 10 
Rs. 10 


22. Exchange Certificate . -A person holding a certificate 
of competency as an Attendant granted by a Board of Examiners 
under the corresponding Rules in any other State shall on appli. 
cation , have the certificate endorsed for validity in the State of 
Travancore -Cochin . Such endorsement shall be made by the Chair. 
man of the Board of Examiners constituted under these Rules. 

23. Fees.-- (1) Candidates for examination for certificate of 
competency 

shall pay 

the following fees which shall nut, except as 
otherwise provided in these rules , be returnable : 

Examination for 1st Class Certificate 
Examination for 2nd Class Certificate 
Duplicate Certificate 

(2 ) All fees for examination for certificate of competency 
as an Attendant leviable under these rules shallbe paid in such manier 
as the State Government may direct, 
24 . 

Refund of Fees . Candidates once admitted to an exami 
nation under these rules shall not be entitled to any refund of fees , 
Where a candidate is unavoidably absent from the Examination on 
the date fixed , the Chairman of the Board of Examiners may allow 
him to appear without payment of a second fee at the next exa 
mination . 
: 25. Fees, of candidates found ineligible. A candidate who 

has paid the examination fee but is found iiieligible for an examination 
may apply within one year from the date of payment, for a refund of 
the fee , or he may be allowed to appear without payment of second 
fee at any subsequent examination held within one year from the date 
of payment of the fee, provided that he becomes eligible to sit for 
such subsequent examination . 


VI, APPLICATION FOR EXAMINATION 


26. Form of Application . - Every application for examination 
shall be in Form A appended to these rules . The applicant shall 
fill in such parts of the Form as are to be filled in by a candidate and 
shallsign the form in the presence ofa Gazetted Officer or an Honorary 
Magistrate who shall-attest his signature. The application so filled 
in shall be forwarded to the office of the Chairman of the Board 
of Examiners not later than one month before the date fixed for the 
examination and shall be accompanied by : 

(a) originals and one copy of each of all testimonials of both 
practical and theoretical cxperience of the candidate ; 

b) testimonials of good character from his employers, 


28 . 
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( c) a Treasury Chalan or such other evidence as the State 
Governmeal nay -specify in this behalf in support of payment of 
the fee specified in these rules for the examination at which the 
applicant wishes to appear ; 

(d ) any certificate granted to the applicant under these rules 
or a certificate granted by a competent authority referred to in 
rule 22; 

(e) two copies of recent bust photographis (size 2" x 2 1/4 " ) 
one of which shall bear the signature or the thumb impression of 
the applicant on the back . 

21. Candidate to produce satisfactory testimonials. 
No candidate shall be admitted to examination who cannot produce 
satisfactory testimonials certifying his experience, ability , sobriety 
and general good conduct for the whole period of his qualifying 
service. Any breaks in the period of qualifying service shall be 
accounted for 

Essential Statements.A testimonial shall clearly state the 
capacity in which the candidate was employed, whether as Boiler 
Atteridant, Head Fireman , Donkeyman , or Fireman and the periods 
of such employment stating the dates between which the candidate 
was so employed . 

Zği Signature and Countersignature. -A testimonial shall 
be signed by a responsible person under whom the candidate was 
émplayed and be countersigned by the owner, Agent, Manager or. 
Secretary of the Mill, factory or workshop or by such other persons 
as the State Govertiment may prescribe in this behalf . 

30. A testimonial in respect of service on a steamship may be 
signed by the Chief Engineer and countersigned by themaster of the 
vessel or may be in the form of a scaman discharge issued by a 
Shipping Master. - 

31. Railway or Public Works i Department Service - 
A testinioniał of service of railway boilers, or boilers belonging to 
the Public Works Department or local bodies , shall be signed by a 
responsible officer under whom the candidate has directly served 
and countersigned by the head of the department concerned. 

32. Doubtful Testimonials . If the Secretary to the Board of 
Examiners has" reason to doubt the truth of any statement made in 
any application or testimonials, he may make such inquiries as he 
thinks fit to verify the same. 

33. False Testimonials.- (I) If on inquiry the Secretary, is 
satisfied that any testimonial submitted by a candidate is false in any 
material particular, he shall -submit bis findings to the Chairman of 


Board of Examiners who may by a written order debar such candidate 
from being adniitted to any subsequent examination held under these 
rules . If , on the sirength of any such testinonial, a candidate has 
already been admitted to an examination , he sliall be deemed to have 
failed in such examination and any certificate granted to him as a 
result of his having been declared to have passed such examination , 
shall be forthwith recalled and be cancelled by a notification in the 
Gazette provided that before any Certificate is cancelled under this 
rule , the holder thereof shall be given a reasonable opportunity of 
being heard in the matter . 

34. Filing of copies and Return of original testimonials - 
Applications and copies of testimonials submitted by candidates 
shall be filed in the office of the Chairman of the Board of Examiners. 
Original testimonials shall be returned to the candidates after the close 
of the examination . 


VII . AGE AND TRAINING . :: 


35. Age and Training of Second Class candidates. 
A candidate for a certificate of competency as a Briler Attendant of the 
second class shall not be less than 20 years of age and shall not be 
admitted to the examination unless he proves to the satisfaction of 
the Board of Examiners that he 

(a) luas seryed for not less than three years in the capacity 
of a fireman or an assistant fireman on a steam boiler or a combined 
steam engine and boiler ; or 

(1) has served for not less than three years as an engine fitter 
where boilers and engines are repaired or made and worked under 
steam , one year at least of which he should have worked as an assistant 
fireman ; or 

(c) produces from the head of an industrial or technical insti 
tution -a certificate stating that he has completed a three years 
course of training, one year of which must have been as an apprentice 
in a steam power plant of a millor factory or an engineering workshop 
for the maintenance of boilers . 

36. Age and Training of First Class Candidates. - A candi 
date for a certificate of competency as a Boiler Attendant of the first 
class shall not be less than twenty one years of age and shall not be 
admitted to the examination unless he possesses a certificate of the 
second class and in adılition thereto 

(d) has served for not less than two years as a voiler attendant 
with a second class certificate of competency in sole working charge 
of a boiler wlose rated hieating surface is not less than goo sq. ft . or 


(b) produce from the head of an industrial or technical 
institution a certificate stating that he has completed a three years 
course of training, one year of which must ilave been as an apprentice 
in a steam power plant of a miủl or factory or an engineering workshop 
where engines and boilers are repaired or made and in addition has 
served for not less than one year in sole working charge of a boiler 
of not less than goo sq. ft. of heating surface with a second class 
Boiler Attendants Certificate , 

Service not in strict conformity with rules.--Not 
withstanding anything to the contrary contained in rules 

and 36 the 
State Government may empower the Chairman , Board of Examiners, 
to admit in his discretion any candidate to an examination under 
thesc Rules, if he so thinks fit . 


37 . 


35 


VIII, EXAMINATION SUBJECTS, 


38. Second Class Boiler Attendants. - A candidate, in order 
to be qualified for a certificate of competency of the second class , 
shall inter alia satisfy the examiners that 

(a) he clearly understands 
() the working and management of a steam boiler and 

economiser ; 
( ii) the use and purpose of the various valves, cocks, moun . 

tings and fittings ; 
( iii) the precautions to be taken and procedure to be observed . 

before starting fires and when raising steato ; 
(iv) the use of a feed 

pump 

and injector ; 
(v) the reading of the pressure gauge ; 
(vi) the need for periodical cleaning and pure water supply 

and for prevention of scale , or other deposits on 

heating surfaces ; 

(vii ) the need for periodical inspection of boilers and the 
manner in which they should be prepared for thorough inspection, 

hydraulic test and stcam test ; 
(viii) the precautions to be taken before entering or allowing 

any person to enter a boiler that is connected to 

another boiler under steanı; 
( ix ) the use of the best means of firing for the prevention 

of smoke ; 
(x ) the danger of water ludging in steain pipes and the 

precautions to be observed in draining; :: 
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or 


(xi) the procedure to be followed in the event of shortage 

of water, bulging or fracture of furnaces or flat plates 
or bursting of tubes or of any accident to a boiler 

or steam pipe ; 
(xii) precautions to be taken when starting an economiser 

to work after a period of rest ; 
(xiii ) procedure to be adopted in bringing an economiser 

into commission and also to putting it out of com 

inission while the boiler is on steam ; and that 
(b ) he is able , inter alia --- 
(i) to stoke a boiler including cleaning and banking fires 

in a workmanlike manner ; 
(ii) to show how avoidable smoke måty be prevented ; 
(iii) to blow through and test the correctness of water 

gauge glasses and test cocks; 
(iv) to replace a gauge glass and show how a false water 

level might be shown ; 
(v) to ease a safety valve and use a blow down cock 

valve ; 
( vi ) -to adjust a high steam and low water safety valve and 

renew a fusible plug ; 
( vii) to pack pump or valve chest glands ; 
(viii) to grind and adjust cocks and valves ; 
(ix ) to take a feed pump or injector to pieces and replace 

in working order ; 
(x) to handle the appliances provided for keeping the 

economisers clean . 
39. First Class Boiler Attendant:-A candidate , in order to be 
qualified for a certificate of competency of the rst class ; shall satisfy 
the examiners that in addition to the subjects specified for candi 
dates for certificate of competenqy of the second class , he has at 
least a rudimentary knowledge of the principal elementary facts 
relating to combustion , heat and steam ; and that he is able to explain 
inter alia , 

(i) the principal causes and effects of corrosion and incru 
station and the usual remedies employed ; 

(ii) the object of the use of water softeners ; 

(iii ) the principles on which feed pumps and injectors 
work ; 

( iv ) the principles on which appliances for the prevention 
of smoke work ; 


(Y) the purpose of super-heaters , economisers, feed heaters, 
feed filters, forced and induced draft appliances and mechanical 
stokers. 


IX . MODE OF EXAMINATION , 


40. Examination in writing optional.-- The examination 
shall be conducted orally , but any candidate may, if he desires, 
write his answers to suchi written questions as may be given to him 
by the cxaminers . 

Examination where held . If the Board of Examiners 
consider necessary, the examination may be held either in a 
or mill or in a workshop in which boilers are used or partly in such 
factory, mill or workshop and partly in the examination room where 
models and sketches of boilers may be kept for viva -voce test. 


4.1 . 


factory 


X. GRANT OF CERTIFICATE . 


42. Grant of certificate of competency . If a candidate 
passes the examination the result will be notified in the gazette and 
he shall be granted a certificate in accordance with the class in which 
he passed as soon as practicable after the close of the examination , 

43. Form of certificate:--- Certificates of competency in class 
I and II as a Boiler Attendant under rule 2.1 shall be in Forms B and C 
respectively appended to these rules. 

44. Surrender of lower grade certificate. -No certi 
ficate of the ist class shall be granted to the holder of a 2nd class 
certificate after examination under these rules unless and until he 
has surrendered to the Chairman the certificate of the lower grade . 

45 Application for exchange certificate . — An appli 
tion for the award of a certificate of competency as a Boiler At 
tendant shall be in Form A appended to these rules. 

46. Record of duplicate certificate. - Duplicates of all 
certificates granted under these rules shall be recorded in the office 
of the Chairman 

47 Identification requirement.— Every certificate gränted 
under these rules shall bear a bust photograph of the holder thereof 
previously submitted along with his application under rule 26 and 
his-signature or thumb impression and such other particulars as may 
be required for the purpose of identification . 

48. Grant of duplicate certificate -- Whettever the holder 
of a certificate proves to the satisfaction of the Chairman of the Board 
of Examiners that certificate granted to him under these rules has 
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been lost, stolen or destroyed or mutilated without any fault on his 
part, lie shall be granted a duplicate certificate to which by the record 
so kept as aforesaid , he appears to be entitled, which shall have for 
all purposes the same validity as the original certificate. 

If on enquiry the Secretary to the Board of Examiners, is satisfied 
that апу statement made 

the applicant for the issue of a duplicate 
certificate is false he shall report the case to the said Board at its next 
meeting , and the Board may at its discretion cancel the certificate 
or permit the grant as aforesaid of a duplicate certificate, cither im 
mediately or after such period not exceeding twelve months as the 
Board may 

think fit having regard to the circumstances of each case , 
49. Application for duplicate certificate . - Application for 
a duplicate certificate shall be lodged with the Chairman to the Board 
of Examiners with a déclaration sworn before a Gazetted Officer or 
an Honorary Magistrate stating that the certificate granted under 
these rules, has been lost without fault on the part of the applicant. 

50. Invalidity of original certificate . On the issue of a 
duplicate certificate , the original certificate shall cease to be valid , 
and shall if in the possession or power of the holder thereof be returned 
to the office of the Chairman for cancellation . 

51. Enquiry regarding certificate holders and suspension 
of certificate.---- (i) If a District Magistrate or the Chief Inspector 
of Boilers has reason to believe from any cause whatsoever, that an 
enquiry should be made into an allegation of incompetence, drunk 
enness , misconduct or negligence on the part of an attendant holding 
certificate of competency under these rules, he shall either himself 
make such enquiry or cause it to be made by his subordinate officer. 
The District Magistrate may depute à Magistrate of the first class and 
the Chief Inspector of Boilers an Inspector of Boilers duly authorised 
by him to hold such enquiry. 

( ii) The holder of such certificate shall on demand by the 
officer charged with the enquiry furthwith place in the hands of 
such officer his certificate to abide by the result of such enquiry. 

(iii) The proceedings shall be held in the presence of the 
person whose conduct forms the subject of enquiry and he shall have 
an opportunity of making any statement he may wish to make and 
of producing any evidence in his defence . 

(iv) The proceedings of any such enquiry shall be for 
warded by the officer conducting the enquiry where he is not the 
Chief Inspector of Builers to the Secretary to the Board of Exd 
miners , for consideration of the Board . 

52. Submission of proceedings before the Board.. 
The Secretary to the Board of Examiners shall submit the proceedings 


.3 


sent under sub -rule (iv) of Rulesi.before the Board at its next meeting 
and the Board of Examiners at its discretion may allow the certificate 
to stand or may cancel the certificate permanently or suspend it for 
„such perlod as it thinks fit , 


XI. PENALTY , 


53. Cognisance of offence.-- The owner of a boiler who 
works or permits or causes the boiler to be worked at any time in 
contravention of Rule 2 shall be punishable with fine which may 
extend to Rs. 100 . 

Any person in charge of a boiler or any other person who works 
the same or permits or causes it to be worked in contravention of 
Rule 4 , 5, or 6 shall be punishable with fine which may extend to 
Rs. 100 , 


FORM - A . 


Aegistered No : 


(See rules 26 and 45 of the Travancore-Cochin Boiler Attendants Rules, 1953.) 


INDIAN BOILERS ACT, 1923 ( Y OF 1923 ) 


Application for Certificate of Competency as Boiler Attendant. 


Division I - Name, etc., of the applicant . 


Name in full. 


Nationa 


Date of 

birth , 


Place of 

birth , 


Permanent 
address, 


Nature of 
Certificate 


lity . 


Grade of 
Certificate 
applied for, 

1 


Whether appeared 
in any previous 
examinations, 

& 


If so , when 
and where, 
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Division I— Particulars of all previous certificates (if any) issued in India , 


Number of 
certificate 


Where issued . 


Date of issue , 


Date , 


Class of 
certificate, 


If at any time suspended. 
or cancelled , if so , state 

by whom , 


Causes of suspension of 

Cancellation . 
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Division III - DECLARATION TO BE MADE BY THE APPLICANT 


I do hereby declare that the statements made in Divisions 1, II 
and IV of this form are correct and true to the best of my knowledge 
and belief;that and the papers enumerated in Division IV and submitted 
with this form are true and genuine documents and further that the 
copies ofthe documents submitted with this form are true and correct. 
1 further declare that the Statements made in Division IV contain a 
true and correct account of the whole period of my service without 
exception , and I make this declaration conscientiously. believing 
the same to be true . 


Dated at 


this 


day of 


19 


Signed in the 

presence of 


Signature :. 


Designation . 


Signature of the applicant. 


Present address... 


Note : — ( 1) Ercry application must be accompanied by a treasury chalan or such 

evidence as may be prescribed by the State Government showing 

that the fee for the examination has been paid . 
(2) Two copies of a recent bust photograph of the applicant (size 2 " x 

1 1/4 " ) he accompanied with the application with applicant s 

signature on the back thereof, 
(3 ) Any person making false statement for the purpose of admission to the 

examination renders himself liable to prosecution . 


(4 ): Incomplete applications are liable to be rejected . 


Division IV - list of testimonials and statement of services. 


(The testimonials to be numbered consecutively according to the number given in column i helow .) 


Naraber 
of testi 
monials 
(If any.) 


Date of 
each tepti 
monial. 


Initial as 
verifier. 


Name of Address and Number Capacity 

in which 
Designation type and 
person 

Service of applicant. 
signing each of factory : beating sar- employed 
testimonial 

face of 

Date 

Date Time employed in this. 
shop where boilers. 

of of 

service , 
employed . 

commen term 
cement. nation . Year . Month 

Days . 


or work 


To be filled 
by the board 

12 


10 


II 


13 


16 


Total service 
Time served for which certificates are produced 
Time served for which no certificates are produced 


17 


DIVISION_V. 


CERTIFICATE OF COMPETENCY , 


Certified that Sri 


has been examined 


for a Certificate of Competency as Boiler Attendant of, 


class at this.. 


..day of. 


, 19 


and has /has not satisfied us 


his fitness to hold a Certificate of 


Competency as a .. 


Class Boiler Attendant. 


He has therefore passed / failed . 


PERSONAL DESCRIPTION OF APPLICANT. 


. (2) Religion 


(1) . Nationality . 
(3) Height.. 


(4 ) Complexion . 


(5 ) Colour of hair 


(6 ) Colour of 

eyes 


(7) Personal mark or particulars 

Signatures of Board of Examiners. 


ISSUE OF CERTIFICATE . 


Certificate No. 


of the 


Class Boiler Attendant issued and the duplicate recorded . 


Secretary, Board of Examiners. 
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FORM B 


Travancore- Cochin Government 


FIRST CLASS BOILER ATTENDANT CERTIFICATE OF COMPETENCY 


Granted under rule 43 of the Travancore- Cochin Boiler 

Attendants Rules, 1953 . 


No. 


of 195 


aged about, 


Shri. 

=> years , 
at present residing at 

having satisfied 
the Board of Examiners appointed under the above rules of his com 
petency to fulfil the duties of First Class Boiler Attendant is granted , 
under the said rules now in force, this Certificate of Competency 
as a First Class Boiler Attendant authorising him to have charge of 
a single boiler of any type or capacity , or two or more boilers in a 
battery or separate individual boilers the total heating surface of 
which does not excced 7,500 square feet, provided that such boilers 
shall be situated within a radius of 75 feet in the same premises and 
belong to one owrier, 


Dated , at. 


..day of.........195 


Secretary to the Board of Examiners. 


Chairnian to the Board of 

Examiners . 


DESCRIPTIVE ROLL 


PHOTO 


2 . 


1 : Date and Place of birth . 

Address .. 
fi Nationality and Religion 

Height without shoes 
5 : Marks of identification : 
6. Leſt thumb impression 
7. Signature 
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(FORM C.) 


Travancore -Cochin Government. 


SECOND Class BOILER ATTENDANT CERTIFICATE OF COMPETENCY . 


Granted under rule 43 of the Travancore-Cochin Boiler 

Attendants Rules , 1953. 


No .. 


of 195 


Shri. 

.aged about 
years at present residing at 

having satisfied 
the Board of Examiners appointed under the above Rules of his com 
petency to fulfil the duties of Second Class Boiler Attendant is granted 
under the said Rules now in force this Certificate of Competency 
as a Second Class Boiler Attendant authorising him to have charge of 
a single boiler of any type the heating surface of which does not 
exceed 1,500 square feet . He may , however, attend to a battery 
of boilers (not consisting of more than three connected boilers 
and not exceeding 1,500 square feet in aggregate of total heating 
surface ) provided he is assisted by the number of firemen considered 
necessary by the Chief Inspector of Boilers. 
Dated at 

this day of..., 195 


Secretary to the Board of Examiners. 


Chairman to the Board of 

Examiners. 


DescRIPTIVE ROLL. 


PHOTO . 


2 . 


Date and place of birth 

Address... 
3. Nationality and religion 
4. Height without shoes 

Marks of identification .. 
6 

Left thumb impression 
7. Signature 


5 . 


Gazette No. 5 dated 2nd Febraarg 1954 . 
Part I. 


Section IV . 


Notification , 


No. L3-3273/ 53/ DD . (3) 


+ 


12th January 1954 


The following draft of certain Rules which Government proposc 
to make in exercise of the powers conferred on them by Section 29 of 
the Indian Boilers Act 1923 (Act No. V of 1923 ) is published , as 
required by Section 31 of the said Act, for the information of all 
persons likely to be affected thereby and notice is hereby given that 
the said draft will be taken into consideration after two months from 
the date of publication of this notification . 

Any objection or suggestion which may be received from any 
person in respect of the draft before the date specified will be con 
sidered by the State Government.. 

By order of His Highness 

the Raj Pramukh , 
K. NARAYANA MENON , 
Addl. Secretary to Governmeut. 


Government Secretariat , 
Development Department, 

Labour Section 


THE TRAVANCORE -COCHIN ECONOMISER 

RULES , 1953 


CHAPTER I 


1 


2 . 


1. Short Title :—These rules may be called “Travancore-Cochin 
Economiser Rules, 1953 : 

Definitions: - In these rules, unless the context otherwise 
requires, 

(a ). " Act" means the Indian Boilers Act, 1923 (V of 1923), 
(6) " Section " means a section of the Act ; 
(c) " Regulation means a rcgulation of the Indian Boiler 

Regulations, 1950 made by the Central Boilers Board 

under Section 28 of the Act. 
G.ID, 
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COSTS AND PENALTIES. 


3. Payment of fees etc. -All feos payable under these Rules 
or the Act shall be paid in such manner as the State Government 
may from time to time specify . 

4. Registers:-(1) The Chief Inspector shall keep in his 
office , 

(d) a register of all economisers registered in the State ; 
(b) the Registration Books and Memorandum of Inspection 

Books in respect of all economisers booked in such 

register ; 
(c) a Register of appeals ; 
(d) a Register of accidents ; and 

(e) a Register of registration and inspection fees réceived . 

(2) The register maintained under clause :(a) of sub -rule (1) 
shall consist of two parts. In Part I shall be entered the economisers 
registered in the State and in Part I shall be entered the Economisers 
transferred from other States , 

5. Inspections at Special tinues :—No exainination of an 
Economiser shall be made by an Inspector for the purpose of register 
ing or issuing a certificate for an economiser on a Sunday or a gazetted 
public holiday or between the hours of sunset and sunrise without 
the specific orders of the Chief Inspector , in cach case . In such 
cases an extra fee equal to the usual fee for the registration or 
the inspection of the economiser , as the case 
charged and such extra fee shall be paid to the Inspector. 

Attendance during hearing of appeal:-Under orders 
of the Chief Inspector, Inspectors shall attend before the Chief 
Inspector or the Appellate Authority , during the hearing of appeals 
with regard to economisers under their charge . 


may be, shall be 
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CHAPTER II 


PROCEDURE FOR REGISTRATION : 


7. Receipt of Applications :--- Applications for registratiot . 
shall be made under sub -section (1) of section 7 to the Inspector 
of the local area in which the economiser is situated and shall be 
accompanied by a receipt of tlie fee prescribed under the Regulation , 

Procedure on transfer of an economiser unit or part 
of a unit:- Whenever an economiser is transferred from another 
State into the State of Travancore - Cochin the owner shall, apply 
under clause (b) of section 6 to the Chief Inspector for the registration 
of the transfer ; the economiser shall not be used until registration 


8 . 
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.. 


(b ) When 


has been effected . No fee shall be charged for recording such 
transfer , 
9. (a ) Entry of transferred economiser unit in Register , 

On receipt of the Registration and Memorandum of Inspection 
Books, the Chief Inspector shall enter the economiser unit under its 
original number in Part II of the register kept for the purpose . 

parts 

of two or more units arc assembled to form 
one unit, the original nunbers shall be cancelled and the newly 
built 

up unit shall be given a fresh number. 

Note of transferred and dismantled economisers :-- 
Whenever an economiser or part of an economiser has been trans 
ferred to another State or broken up, the fact shall be noted in the 
Register. - Io the case of an economiser which has been condemned , 
the Registration Book and the Memorandum of Inspecton Book 
shall contain an entry to that effect . 


fo . 


CHAPTER III, 


PROCEDURE FOR INSPECTION . 


11. Procedure at inspection :--(a) Internal inspection of 
Economiser chamber :- Detailed instructions for the inspection of 
economisers are contained in Chapter XI of the Regulations. The 
following general procedure at inspection should be observedl : 

At a thorough inspection of an economiser , the Inspector should 
wherever possible have either the steel casing doors open or the 
brickwork completely removed on the outer side of the economiser 
chamber to enable him to make a thorough examination ofthe external 
surfaces of the tubes , But before doing so , he should satisfy hiniself 
that 

proper provision has been made to isolate the economiser on 
the 

gas side as well as on the water connections of the boiler and from 
any other working economiser. 

Should the Inspector find that the economiser has not been 
disconnected on the feed line or is not sufficiently scaled on the gas 
side or is unreasonably hot or not properly cleaned or sealed, he 
should decline to proceed with the inspection and report the facts 
to the Chief Inspector for orders under sub -section (2) of Section 14. 

When an economiser chamber is of such a size or its construction 
is such that the Inspector cannot go inside, reasonable provision 
should then be made for the external examination of the principal 
paits. If for any reason the Inspector cannot cxamine it lie should 
report the facts to the Chief Inspector for orders. 
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Preparation for Hydraulic Test:-The chest of allmounting 
subject to water pressure shall be in place and shut tight or blank 
tanged. The relief valve shall either be secured or removed and 
the chest opening blank flanged . The attachment* for the Inspector s 
pressure gauge and the nipplet for connecting the Inspector s 
test pump hose shall be in order. All caps sliall be properly fitted 
and tightened up . The Economiser shall be completely filled with 
water, care being taken to allow all air to escape and , if possible, 
a preliminary test not exceeding the working pressure of the econo 
miser shall be taken before the laspector s visit to test the tightness 
of the joints. When an economiser is hydraulically tested for the 
first time, it shall be offered entirely bare , at subsequent tests , 
lagging or brickwork, or portions thereof, shall be removed iť 
required by the Inspector. 

(b) Hydraulic tests of economiser at subsequent examinations 
shall except when the Inspector expressly requires otherwise , be 
made after the inspection . The test pressure to be applied to 
economisers at such subsequent examinations shall be from one and 
a quarter to one and a half times the working pressure of the econo 


miser , 


12. External inspection of Economiser :-- After the eco 
nomiser has been cleaned the Inspector shall make a thorough ex 
amination so far as its construction permits . I The external 
condition of the tubes should be carefully noted for wasting es 
pecially at the feed inlet end and all accessible tubes should be 
calipered . The internal surfaces of cast iron tubes should be closely 
observed for graphitic wasting as far as it is possible and in the event 
of any iilure these should be broken up for scrutiny so that the 
general internal condition of the other tubes 

may 

be estimated , 
(1 ) Where tubes or other parts are wasted , the strength 
should be re -calculated ; 


Notc .--The last certificate for the economiser should be shown to 

the Inspector. 
* Tapped 3/4 " Whitworth bolt and nut thread , 

Tapped 7/8" Whitworth bolt and nut thread . 

When an economiser chamber is of such a size or its construica 
tion is such that the Inspector cannot go inside, reasonable provision 
should then be made for the external examination of the principal 
parts . If for any reason the Inspector cannot examine it he should 
report the facts to the Chief Inspector for orders.. 
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(c) The scraper gear should be cxamined to note if any parts 
are missing, if the length of travel is adequate and if the scrapers 
are correctly adjusted . 

(d) All cap bolts are to be inspected , also the condition 
and position of the dampers and baffler. 

(e) The record of cach inspection and calculations will be 
entered in the Memorandum of Inspection Book . 
13 . 

Casual inspection :-- The Inspector shall note if the 
economiser is working satisfactorily and especially in accordance 
with Regulation 531 of the Indian Boiler Regulations, 1950. Parti 
cular note should be taken of the water temperature to see that the 
temperature of hot water in the economiser is 20 ° to 50 % lower than 
the boiler steam temperature . 

14. Proposals for reduction of pressure.When the Ins 
pector decides that an economiser in one or more of its 

parts is no 
longer fit for the pressure approved for it he should , without delay, 
report his proposals for reducing the pressure to the Chief Inspector. 

15." . Repairs to economisers :-(a) No pressure parts in a cast 
iron economiser shall be permitted to he repaired by welding . 

(b) Castings shall not be repaired or welded without the 
specific sanction of the Inspecting officer. If required , the castings 
shall be suitably re-heat- treated to remove internal stresses. Should a 
defect impair the strength of the casting, repair by welding or other 
wise shall not be permitted . 

16 . Entries in Memorandum of Inspection Books :--- An 
Inspector shall, after an inspection , make the necessary cntries in 
the Memorandum of Inspection Book for the economiser and submit 
the book to the Chief Inspector, Inspection notes should briefly 


state 


(a) the extent which economisers were cleared of brickwork 
lagging or concealing parts; 

(b) the general condition of the economiser; and 

( ) parts requiring attention or repair and if special prepara 
tion is required at the next inspection , 

Inspectors should also note in the Memorandum of Inspection 
Book all casual visits for inspection of feed pipes, Visits for inspection 
of repair, inquiry into accidents and other like matters. 

17, Entries in Certificates. In addition to the entries required 
to be made under Regulation 530 in a certificate for an economiser , 
the Inspector should state in the remarks column his requirements , 
if any, with regard to hydraulic test, removal of lagging, brickwork 
or other concealing parts for the next inspection to enable the owner 


any part that 


20 . 


to have the same properly prepared at that time. He should also 
state in the same place his requirements regarding the repair or 
renewal of 

may 

be considered fit only for the perind 
of the certificate , 
In the repairs column , should be entered the 

year 

of 

repair 
and description of repair cffected. Only important repairs should 
be noted . 
. : 18. Engraving of registry number . — Paper slips of the 
proper size bearing the registry number allotted for the economiser 
will be supplied by the Chief Inspector. The engraving of the 
Registry Number should bemade as prescribed in Regulation No. 534 . 

19. Arranging for Inspection. In arranging for inspections 
and hydraulic tests ample notice of not less than 30 days should be 
given to the owner. The notice required by sub -section ( ) of 
section 7 and sub -section (4 ) of section 8 shall be sent in Form BE . 

Issue of Certificate and provisional order. - In cases 
in which the Inspector is cmpowered to issue a certificate under 
section 8 without further reſorence , the certificate should ordinarily 
be issued within 48 hours of the completion of the inspection . 
Where he proposes to issue a provisional order pending the issue 
or refusal ofthe certificate , the Inspector must satisfy himself that the 
economiser is fit to be worked at the maximum pressure and for 
the period. entered in the provisional order. The fact of issue of a 
provisional ordermust be reported immediately to the Chief Inspector . 

Fornis of Provisional Orders and Certificates : 
Provisional Orders and ertificate are prescribed in Forms X ani 
XI, respectively , of the Regulations, 

The period specified in any provisional order or certificate 
shall begin 

on the day on which the enabling thorough inspection 
or hydraulic test is completed . Where a certificate supersedes a 
provisional order during the period of its currency the period of the 
certificate shall be retrospective and shall begin from the same date 
as that of the provisional order, 

22. Duplicate Certificate :-A duplicate of any certificate 
granted under section 7 or section 8 which for the time being, in 
force shall be granted by the Chief Inspector on the application 
of the owner of the economiser if the Chief Inspector is satisfied that 
the duplicate is required for a bonafide purpose and the fee prescribed 
under Rule 28 is paid . 

23. (d) Registration Fees. - Fees for registration of economisers 
are prescribed in Regulation 533 of the Regulations, 


21. 
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(b) Fees for Inspection .--Fees for inspection shall be 
calculated on the basis of economiser rating as shown below : 

Rs. 
For Economiser rating 
not exceeding 

500 
Do. 500 but not exceeding 

1,000 

So 
Do. 

1,000 do . 

1,500 

60 
Do. 

1,500 do . 

2,000 70 
Do. 

2,000 do . 

2,500 

80 
Do. · 2,500 do . 

3,000 

90 
3,000 do . 

3,500 100 
Do. 3,500 do . 

4,000 IIO 
Do. 

do . 

*4,500 I 20 
Do. 43500 do , 

5,000 130 
Do. 5,000 

140 


Do. 


4,000 


Provided that when any owner is willing to accept a renewed 
certificate for less than 24 months in order to approximate the date 
of annual inspection to the date on which other economisers in 
the locality are inspected , a certificate for such periods being less 
than 24 months as may be necessary for such approximation of dates 
may be granted at a reduced fee to be calculated at one-twenty - fourth 
of the ordinary fee for each full muntli,fraction of a nionth not being 
reckoned , 

24. Fee to cover inspection and test- fee paid for the 
fnspection of 

an economiser shall cover thorough inspection and 
hydraulic test subject to the provision of sub-section (2) of Section 14 . 

25: Any extra fee may be levied for re- inspection in any case 
where the inspection of an econoiniser is beguir but owing to the 
fault or neglect of the person in charge is not completed within a 
period of six nonths from the date of commencement of inspection , 
provided that no extra fee shall be levied except with the sanction of 
the Chief Inspector. : 

26. Special fee for inspectionsbut of Session :-...For inspec 
tions carried out on application within 30 days of the expiry of a 
certificate" no travelling and halting charges of the Inspector and 
staff shall be leviable . In cases where the owner requires the in 
spection at a date earlier than 30 days from the expiry of a certificate , 
the Chief Inspector may in addition to the inspection fue , charge the 
travelling and halting charges from the owner of the economiser,.. 
If an owner applies for inspection after the expiry of his certificate 
he shall be liable to pay the travelling allowance and halting allowancis 
of the Inspector at the discretion of the Chief Inspector, 
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27 . 


if the inspection is carried out at the request of the owner , 
at a time other than the specified one to suit the convenience of the 
owner , the travelling charges of the Inspector shall be realised from 
the owner . 

Fee for copy of registration books. The fee for each 
copy of a Registration Book shall be Rs. si 

28. Duplicate certificate fees. - The,fee for each duplicate 
certificates under Rule 22 shall be Rs. 3 . 

29 . Refund of fees. - Fees paid in excess and fees paid for an 
inspection, which for any reason not due to any fault or omission 
of the owner or person in charge of the economiser, has not been 
made , shall be refunded or adjusted if applied for within one year 
from the date of payment. 


CHAPTER IV . 


ACCIDENT S 


30. Investigation of accidents.--On the receipt of a report 
of an accident to an economiser or feed-pipe under section 18, the 
Inspector shall with the least possible delay, proceed to the place 
to investigate the accident. If the report is received by the Chief 
Inspector, he should forward it at once to the Inspector within whose 
jurisdiction the accident had occurred for 

necessary 

action , 
31 . Procedure during inquiry The Inspector at his inquiry 
shall make a careful examination of the damaged parts, and shall take 
such :mcasurements and make such sketches for the purpose of his 
report, as he may deem nccessary. He shall inquire into the cir 
cumstances attending the accident and note the time of its occurrence, 
its nature and extent, the injury caused to persons and the damage 
done to property . The report should be in Form CE and should 
be sent forthwith to the Chief Inspector . If the Chief Inspector 
considers that the investigation has been sufficient, he will record 
thc facts in the Register of accidents and enter a brief account 
of the accident in the Registration Book , a copy being made 
in the Memorandum of Inspection Book . If, however, the accident 
is of a serious nature and in all cases in which an explosion has occurred , 
the Chief Inspector shall , after receipt of the Inspector s report, 
proceed to investigate the accident personally. 
32. 

Power to hold inquiry in writing. - Inspectors are 
authorised to take the written statcbaents of witnesses and all 

persons 
immediately concerned with the accident. In order to conply 
with the provisions of sub -section (2) of Section i8, the Inspector 
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shall present to the owner or person in charge of the economiser 
a series of written questions on all points that are material to the 
enquiry . 
33 

Use of economiser after accident.--- The Inspector shall 
decide whether the use of the economiser can be permitted at the 
same or at a lower pressure without repairs or pending the com 
pletion of any repairs or alterations that he may order, In no case 
shall he issue a provisional order or renewal certificate , until his 
orders have been carried out. 

34 . Reference in Annual Report. - A brief account of all 
accidents , their causes and remedial measures taken shall be included 
in the Chiel Inspector s Annual Report, 

35. lInreported accidents.--)f in the course of an inspection 
or at any other time, the Inspector discovers damage which comes 
within the definition of an accident, but which has not been reported 
he should report the facts at once to the Chief Inspector for action . 


CHAPTER V. 


APPEALS . 


36. Filing of appeals . - Every appeal shall be made in writing 
either in English or in Malayalam 

or Tamil, 
37: Presentation of appeal.- An appeal may be presented 
either personally or sent by registered post to the Chief Inspector. 

38. Form of appeal. - Thc appeal shall be accompanied by 
the original order, notice or report appealed against, or by a certified 
copy thereof, or where no such order, notice or report has been 
made in writing, hy a clear statement of the facts appcaled against, 
the grounds of appeal , section under which the appeal is made . 
39. Fixing date for hearing . - On receipt of an 

appeal, 
the Chief Inspector shall, if the appeal is to be heard by himself , 
at once fix a date for hearing the appeal ; and if it is to be heard by 
the appellate authority , obtain a date for the hearing of the appeal 
from the President of that authority . 

40. Procedure before hearing .- When the date for hearing 
has been fixed , the Clief Inspector shall at once issue a notice to the 
appellant stating the date for hearing and informing him that if he 
wishes to be heard in support of the appeal or to produce evidence 
he must be present either in person or by authorised agent with his 
evidence on the date fixed . The notice shall be sent by registered 
post to such address as is entered in the petition of appeal. 


G , 101. 
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41 . Presence of Inspector. - In an appeal to the Chief Inspector, 
he shall decide whether the presence of the Inspector is necessary and 
shall issue orders, accordingly . 

42. Attendance of witnesses .--The appellate authority shall 
have power to secure the attendance of witnesses and to make local 
inquiries under the provisions of the Code of Civil Procedure, 1908 
(Act 5 of 1908) . 

43. Exparte decisions. - In any appeal, if the appellant is 
not present on the date fixed , the appeal may be decided in his absence . 

44. Constitution of Appellate Authority.- (1) The Appel 
late Authority shall consist of a President and three Assessors selected 
in each case from among the panel specified in rule 45. 

(2) The State Government shall appoint an officer to be 
President of the Appellate Authority. The president shall be an 
ofhcer who has exercised the powers of a judge or magistrate or 
a person who is a barrister , advocate plcader or a graduate in law 
of any University in the Republic of India or the Commonwealth , 
and has exercised or is exercising the powers of a within 
themeaning of section 3 of the Indian Evidence Act, 1872 : 

(3) The President shall hold office for such period as the 
State Government may specify, in this behalf . 

45. Panel of Assessors. — The State Government shall constitute 
2 panel of Assessors who shall be fully qualified mechanical engineers. 

46. Remuneration of Assessor. An Assessor when sclected 
on the appellate authority shall be paid 

(a) such fees as the State Government may , from time to 
time, determine ; and 

(b) the travelling expenses actually incuired by him for 
attending an enquiry under these rules . 

47 . Attendance of Assessors.---Where a date for an appeal 
before the Appellate Authority has been fixed , the Chief Inspector 
shall under the orders of the President of the Appellate .Authority 
arrange for the attendance of three members of the panel of assessors to 


court 


act as assessors , 


48 . 


Costs in appeal.- (1) Where an appeal is dismissed the 
Appellate Authority may fix the costs of the appcal which shall be 
payable by the appellant. 

(2) In any appeal where a local inspection is required the 
appellant shall deposit in advance the full costs of such inspection 
as determined by the President of the Appellate Authority. 
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FORM AE. 


Economiser Inspection Department 


REGISTER OF ECONOMISERS. 


(Rules 41 9 and 10 ) 


2 


3 


4 


5 


Registry 

No. 


Type of 


Economiser Name of Year & place 
rating 

manufacturer of construction 


economiser 


8 


9 


7 


Date of 


Name of 

Owner 


Place where Remarks 

in use (Transfers , ctc.) 


registration 
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FORM BE , 


(See Rule 19 ) 


Indian Boilers Act, 1923 (Act V of 1923). 


Notice for Examination of Economiser under Section 7 & 8 

No, of 195 


Boiler Inspection Office, 


Dated , 


the 


, 195 


To 


You are 
..at the 


-by the 


of you ; 


Gentlemen Sir, 

In reply to your application dated .. 
hereby informed that Economiser Registry. No. 

thoroughly examined 
above named premises wiil be 

hydraulically tested 
Government. Inspector on the . 

To enable 
the examination lo be made , you are bound..... 

(a) to afford to the Inspector all reasonable facilities for the 
examination and all such information as may reasonably be required . 

(b) to have the Economiser properly prepared and ready 
for examination in the prescribed manner; and 

(c) in the case of an application for the registration of an 
economiser to provide such drawings, spécifications , certificates 
and other particulars as may be prescribed . 

Bank 
Voucher No. in acknowledgment of 

Treasury 
Receipt No. for Rs. 

accompanies . 
Yours faithfully , 
Chief Inspector of Boilers , 

Travancore- Cochin , 
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PREPARATION FOR EXAMINATION . 


(-) Preparation for Inspection . — At each inspection 
the economiser shall be emptied and thoroughly cleaned internally 
and externally in the flues . All mountings shall be opened up and 
caps 

removed to permit adequate inspection . 

Provision shall, if required by the Inspector , be made for the 
removal of .casing or brickwork or either concealing part and for 
drilling of headers and tubes and for verifying the pressure gauge 
and relief valve dimensions and weights . All tubes , headers and 
flues -ways shall be swept clean , 

Proper provision shall be made to isolate the economiser on 
the gas side as well as on the water connections of the boiler and from 
any other working economiser. 

(b) Preparation for Hydraulic Test.---The chest of 
all mountings subject to water pressure shall be in place and shut 
tight or blank flanged . The relief valve shall either be secured 
or removed and the chest opening blank flanged . The attachment* 
for the Inspector s pressure gauge and the nipple** for connecting 
the Inspector s test pump hose shall be in order. All 

caps 

shall be 
properly fitted and tightened up. The Economiser shall be completely 
fitted with water , care being taken to allow all air to escape and , 
if possible, a preliminary test not exceeding the working pressure 
of the economiser shall be taken before the Inspector s visit to test 
the tightness of the joints. When an economiser is hydraulically 
tested for the first time, it shall be offered entirely bare , at subsequent 
tests , lagging or brickwork or portions thercof, shall be removed 
iſ required by the Inspector. 

Preparation now required (a ) and (b ) 


Note,-The last certificate for the economiscr should be shown to 

the Inspector . 
* Tapped 314 " whitworth helt and nut thread. 
** Tapped 718 ” whitworth bolt and nut thread , 
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FORM CE. 


(Rule 31) 


Report into the investigation of the Accident to Economiser 


No. 


Το 


The Chief Inspector of Boilers, 


Sir , 


In accordance with instructions I have held a preliminary inquiry 
into the accident and the circumstances attending it , to economiser 
No..., 

...and now make the following Report . 


(1) Date and place of Accident. 


(a) Date of investigation . 
(2) Name and address of owners. 
(3 ) Persons killed or injured . 
(4 ) Name of makers of Economiser or Steam Pipe . 
(s) Age of Economiser or Steam Pipe . 
(6) Particulars of previous repairs with dates . 
(7) The Economiser was last inspected on .. 

by ... 


( 8 ) Nature of accident. 
(9 ) Cause of accident, 
(10 ) General remarks, 


Date .. 


Inspector of Boilers. 


Remarks by the Chief Inspector of Boilers. 


REGD. No, M. 5881, 


Monthly Statement showing value of Imports and 

Exports of Cochin Zone for March 1954 , 

Compiled by the Collector of Customs, Cochin .. 


MONTHLY SUMMARY - COCHIN PORT. 


MERCHANDISE 


March 
1953 
Rs. 


March 
1954 
Rs. 


Increase ( + ) 
Decrease ( -) 

Rs. 


2 


3 


4 


Foreign Imports .. 

Exports , 


1,86,34,528 
4,09,41,693 


2,72,03,341 
4,13,00,333 


+85,68,813 
+3.58,640 


TOTAL 


5,95,76,221 


6,85,03,674 


+89,27,453 


Coastal Imports.. 

Exports 


2,02,70,124 
1,53,21,908 


3,26,95,140 +1,24,25,016 
1,78,49,242 +25,27,334 


TOTAL 


3,55,92,0 ; 2 


5,05,44,882 


+ 1,49,52,350 


PROGRESSIVE TOTAL VALUE OF IMPORTS & EXPORTS 

FOR THE YEAR 1953-54- COCHIN PORT. 


MERCHANDISE 


April 1952 to 
March 1953 

Rs . 


April 1953 to 
March 1954 

Rs, 


Difference 

Rs. 


Foreign Imports .. 

Exports.. 


39,91,36,649 
45,62,99,251 


32,81,78,985 ---- 7,09,57,664 
44,12,77,540 -1,50,21,711 


Total 


85,54,35.900 


76,94,56,525 28,59,79,375 


Coastal Imports , i 

Exports , 


21,27,46,707 
18,19,28,848 


29,49,26,161 

--- 8,21,79,454 
19,37,23,088 +1,17,94,240 


TOTAL 


39,46,75.555 


48,86,49,249 +9,39,73,690 


G , 1297 
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MONTHLY SUMMARY_TRAVANCORE-COCHIN STATE PORTS. 


MERCHANDISE 


March 1953 


March 1954 


Difference 


Rs. 


Rs. 


Rs. 


6,26,510 


25,10,900 


Foreign Imports. 

Exports.. 


+18,84,390 
–58,89,732 


1,41,73,273 


82, 83,541 


TOTAL 


1,47,99,783 


1,07,94,441 


--40,05,342 


Coastal Imports, Not available 


20,88,400 


Exports . 


Nil 


PROGRESSIVE TOTAL VALUE OF TRADE - TRAVANCORE 

COCHIN STATE PORTS - 1953-54 , 


April 1952 to 


April 1953 to 


MERCHANDISE 


March 1953 


March 1954 


Difference 

Rs. 


Rs. 


Rs. 


28,53,267 


Foreign Imports . 

Exports . . 


1,05,71,175 
5,79,24,568 


+77,17,908 
4-69,95,529 


5,09,29,039 


TOTAL 


5,37,82,306 


6,84,95,743 +-1,47,13,437 


Coastal Innports.. Not available 

Exports. . 
TOTAL 


1,26,86,674 

20,56,005 


1,47,4-2,679 


w 


PART IA - IMPORTS - FOREIGN - COCHIN PORT . 


Whence 
consigned 


Description of 

articles 


Quantity 


Value in 


rupees 


2 


محيا 


4 


ASBESTOS . 
Asbestos packing 

Cwt. 


U. K. 


II 


3,717 


Belting for Machinery 


U.K. 


Cotton belting 


Lbs. 256 


17594 


Books & Printed Matter . 
Printed Books 

Cwt. 


U , K. 


3 


1,469 


Building Materials 
Cement other Sorts 

Cwt. 4 
White Glazed Tiles 

Nos . 18504 


U. K. 
Do, 


552 
3,696 


4,248 


2 


3 


13 


ut 


13 


Chemicals and Chemical Preparations. 
W. Germany Formic acid 

Cwt. 

49 3,384 
U. K. Acetyl Salcylic 

551 
Do. Ammonia Salts O /S 

5 2,278 
Do , Copper sulphate 

315 18,375 
Do. Sodium carbonate 

530 12,516 
Do. Caustic soda 

6067 : 1,51,688 
Netherlands Shell Sulphur 

2,065 
U.S.A. Crude Sulphur 

28000 2,88,226 , 
U.K. Cuprosona dusting 

64,529 
Do. Insecticides and Fungicide 

41,295 
Do. 

Urea (Pure) 
Do. 

Other Chemicals 
U.S.A. Insecticide 

9 


I 20 


81 


12 


32 


5 


3 


3,028 

901 
3,070 


21 


1,51,506 


I 


2 


3 


Coal and Coke. 


U. S. A. 


Calcined Petroleum Coke Ton . jooo 


2,66,070 


Coir . 


Maldives 


Coir Yarn 


Ton , 


28 


9,972 


Franice 
Norway 
Switzerland 


Drugs & Medicines, 
Procaine Penicillin 

Grams. 10000 
Drugs containing Narcotics 
Sulpha drugs and Vitamin 
preparations) 

Lbs. 

174 
Medicines OS 


7,218 

49 


France 


3,666 
4,804 


15,707 


Fruits & Vegetables. 
Cashewnuts Raw 

Ton 7663 
do . 

685 


P. E. Africa 
Tanganyika 


1 


43,25,614 
4,08,901 


47 , 34,515 


GlassT & Glassware . 


Belgium 


4,870 


Sheets & plates 

Sq. ft . 6941 Cwt. 165 
Hardware . 


Dozs. 


980 


Sweden Door Hinges 
U. K. 

Grub Hoes 
West Gormany Pit Saws 
u , S. A , Hardware OS. 


450 
323 
314 


Nos. 


12,053 
2,721 
1,454 


17,208 


2 


فدا 


4 


70 


do . 


7,660 

403 
1,806 


40,523 


Instruments, Apparatus, and Appliances, 
Adon Electric Pan 

No. 
U. K. 

Rubber insulated Electric 
Wires and Cables 

Ft. 1,41,900 
W.Germany 

do . do . 

2855 
Belgium do . do . do . 

1955 
U , K. 

Wires other than Rubber 
insulation 

4015o 
U.S.A. Electric Carbons for 

Cinema projectors 
u , K. 

Parts of Electric Meters 
Switzerland do . 

do . do . 
U. K. 

Electrical Instruments 

Other sorts 
Singapore 

do . do.. do . 
U.S.A. 

do , do . do , 
W.Germany Electro Medical apparatus 
U. K , 

Talking machines Nos, 
U , K , 

Accessories for Talking 

machines 
W. Germany Surgical Instruments 
U. K. 

Wireless receivers Nos . 2 
U. K. Water meters 

Nos, 187 
U. K. 

Other Instruments 


2,517 
51,003 
3,542 


1,453 


45 


629 
66,642 


140 


24,543 

135 

170 
9,777 
1,818 


2,10,876 


Leather Manufactures. 
Roller skins 

Lbs, 22 


Switzerland 


Liq. Gal. 696 


Liquors. 
W.Germany Ale and Beer in bottles 
France Liqueurs 
U. K. 

Whisky 
Australia 

Port Wine 


3,439 

499 


IO 
144 
100 


4,668 


9 ) 


17 


1,402 


10,008 


1 


2 


3 


Machinery and Millwork , 


2 


U , K. 
U. K , 
U , K 
Switzerland 
U. K. 
U. K , 
U , K. 
U , K. 
U.S.A. 
U. K. 


33,295 
31,240 
12,028 

3,084 
28,082 
15,494 
8,950 

648 
2,18,584 


do , 


U.S.A. 
U.S.A. 
U. K 


26,618 
1,12,360 

39,135 


Oil Engines (Marine) Nos. 
Oil Engines ( Industrial) 

3 
Parts of Oil Engines 

do . 
Electric Control and Switchgear 
Generators 
Electric Motors 
Transformers 
Transformers and Parts 
Other kinds of Electrical 
Machineries 

do . 
Tractors and Parts 
Other kinds of Agricultural Machinery 
Blowers and Sprayers 

do . 
Air Compressors 
Pumping Parts 
Saw mill 

spares 
Sewing machines (Domestic). Nos. 
Spares for Sugar Machinery 
Tea Machinery Parts 
Spares for Tea Machinery 
Cotton Bleaching Machinery 
Cotton Spinning Machinery & Parts 
Cotton Textile Machinery - others 
Other kinds of Textile Machinery 


do . 


40,800 

954 
411 


5,202 


Netherlands 
U , K , 
U , K. 
• U.S.A. 

Japan 
U. K. 
U. K. 
Ceylon 
U. K. 
I. P. 
U. K. 
U. K. 


11,842 

1. ,313 
28,759 
21,167 

286 
7,632 
2,04,372 

11,349 


and parts 

do . 


Switzerland 
France 
U. K. 


7,011 
$ 8,547 
1,390 


do . 
do . 

do . 
Machinery other sorts and Parts 
thereof 
do , 

do . 
do , 

do . 
do . 

do . 


Canada 
W.Germany 
U.S.A. 


3,32,634 

4,741 
1,69,880 


63,315 


15,01,123 


2 


3 


4 


Manures , 
Muriate of Potash 
do , do . 

do . 


Ton . 


U. K. 
W. Germany 
France 
Morocco 

French 


71 


0.14 
160 
250 


do , 


54 
43,413 
69,465 


Phosphate (Rock ) 


4921 


3,78,896 


4,59,233 
5,74,000 

201 
22,943 
2,51,990 
1,88,560 

34 
10,314 


Lbs. 


Metals and Ores. 
U. K. Aluminium wires and rods Ton . 

129 
U.S.A. do. do . 

196 
W. Germany Channels -- Iron 

Cwts . 

3 
Austria Stcel bars wrought 

Ton . 28 
U. K. Structural parts 

119 
U.S.A do . do . 

161 
W. Germany Bolts and Nuts 

30 
U , K. Nails rivets and Washers Ton . 

5 
U. K. Plates over 1/8" thick not 

galvanised or tinned Cwt. 158 
Japan do . do . 

395 
Austria Plates not galvanised or 
Tinned OS 

87 
u . K. Pipes and fittings wrought Tons. 
5 
U , K. Wire rope Black 

Cwt. 51 
U , K. Wire Rope Galvanised 

17 
Belgium Wire other than fencing 
Malaya Tin blocks 

Cwt. 60 
Denmark Ores 

Ton , 216.5 


52346 
11,961 


> 


! 3 


26,593 
20,996 

4,417 
12,058 
1,91,624 

26,580 
3,17,298 


Ton . 171 


21,24,148 


Gal. 


) 


Oils 
France Essential Synthetic 
Saudi Arabia Kerosene superior in bulk 
Bahrein 

do . 
U.K. 

Lubricating oil 
U.S.A. 

do . 
U.K. 

Motor spirit 
Bahrein 

do . 
Malaya Vegetable palm oil 


249 
18490 
22404 
21472 

44 
1910T 
19667 
48000 


2,168 
16,468 
19,95+ 
90,897 

99 
23,328 

20,932 
2,34,068 


17 


31 


7 


4,07,914 


8 


I 


2 


3 


4 


Packing for Engines . 
Boiler packing 


U.S.A. 


687 


2,748 


do . 


Paper & Pasteboard , 
Sweden Packing kraft paper 

Cwt, 
W. Germany 

Do. Packing other sorts 
Austria Printing - Newsprints 
Norway 

do . 
Austria 

White printing paper 
Sweden 

do . 
U. K. Writing ledger paper 
Austria 

do . 
Belgium 
Sweden 
Belgium 

Other kinds of paper 


$ 3 
78 
11 
912 
713 
183 

51 
I 23 

77 
1088 


4,064 
1,751 
35,429 
28,294 

7,184 
4,008 
11,499 
6,060 
18,213 
11,427 
1,946 


Old news paper 

do . 


800 


13 


1,32,623 


Perfumery . 
Other than spiritous 


Netherlands 


1,034 


10,124 


Printing Machinery . 
Japan 

Printing press 

Pictures and Photographs. 
W.Germany Pictures 


997 


Provisions. 


Cwt, 


58 


44 


U. K. 
Belgium 
U. K. 
Netherlands 

Do , 
Denmark 


Chicory 

do . 
Ovaltine 
Condensed milk 
Milk Powder 

slo . 


833 


3,545 

2,645 
2,33,821 

4,560 
28,293 


56 
320 
61 


5,416 


2,78,281 


9 


3 


4 


Tallow & Stcaribe , 
Mutton tallow 

Cwt. 


Australia 


49 


2,538 


Tea Chests , 
Plywood panels 


Finland 


Sets . 


600 


3,107 


Ton . 
Lb. 


Textiles 
Egypt Raw cotton 
U. K. 

Sewing thread 
U. K. Roller cloth cut to size 
Italy Staple fibre 
Switzerland do . 
W. Germany do . 


582 32,70,814 
805 6,820 

788 8,219 
19951 

27,868 
248584 3,33,865 
372765 5,05,657 


41,53,243 


Vehicles . 
Bicycles ordinary 
Motor vans with bodies 


No." 


U , K. 
U , S. A. 


19 


2,551 
12,593 


I 


15,144 


Wood and Timber , 
Hard fibre boards 

Cwt. 


Norway 


65 


1,605 


Sundries . 


A , E. Sudan 


Dum nuts 


Tons, 


10,275 


Abroad 


Articles of baggage and 

sundries 


2,899 


ARTICLES ENTERED INTO BOND . 


Liquors. 


U. K. 


80 


Steut 


L , G. 


547 


_543 


G. 1207 


to 


1 


2 


3 


Oils. 
Bahrein Islands High speed diesel oil 
Saudi Arabia 

do . 
Do. Light diesel oil 
U. K. 

Furnace oil 
Saudi Arabia do . 
Singapore do . 
Saudi Arabia Superior kerosene 
Bahrein Islands do . 
U.S.A. 

do . 
U. K. 
Bahrein Islands do . 
France 

do . 
Italy 
Saudi Arabia do . 


Gal. 162663 

996166 

672519 
» 1031425 
» 4413198 

367014 
1, 2018413 

490410 
826576 
946240 
453143 

809739 
» 1437877 

813247 


1,61,138 
12,01,689 
4,62,915 
4,60,882 
19,63,040 

1,62,018 
17,88,742 
4,36,771 
7,36,169 
10,40,658 
4,88,781 
8,73,422 
15,38,413 
8,77,205 


7 


Motor spirit 


> 


do . 


1,21,91,843 


Total Value of Imports 


2,72,03,341 


+ 


35,75,703 


9 ) 


13 


do . 


7,93,433 
"5,19,416 

1,80,13 
21,79,974 
1,26 ;409 
5,33,473 


>> 


CLEARANCE FROM BOND MARCH 1954 

Oils . 
Saudi Arabia Kerosene oil Gal. 4012186 
Dutch 
W. Indies do . 

868009 
Bahrein Island do , 

587907 
Italy do . 

197047 
U.S.A. 

24.22535 
U. S. A. Light Diesel Oil 

794704 
Saudi Arabia do . 

2915048 
Do. High Speed 
Diesel Oil 

1172930 
U , S. A. do . 

270183 
Bahrein Island do . 

160412 
Italy do . 

1365432 
U , K. Furnace Oil 

Ton . 

9926 
Singapore 

5853 
Saudi Arabia 

15245 
France 

642 
Bahrein Island Motor Spirit 

Gal. 

775357 
Saudi Arabia do . 

1727858 


) 


17 


do . 


11,59,936 
2,67,651 

1,58,881 
13 :54,512 
10,72,050 

6,31,731 
16,47,496 

69,256 
8,33,993 
8,62,238 


do . 


da . 


IL 


3 


Liquors. 
W. Germany Beer 

1. Gal. 

410 

2,237 
Netherlands do . 

9 !! 

4,643 
Spain Sherry 

1,84 

71 
U. K. do . 

12 

412 
France Red Wine 

4 . 

64 
Australia do . 

24 

320 
U. K. Whisky 

116 

3,555 
France Brandy 

II 

340 
U. K. Gin 

9 

201 
Netherlands 

1 44 

29 
U. S , A. Machinery 

4,048 
PART I- B . 
EXPORTS TO FOREIGN COUNTRIES.--.COCHIN PORT, 

Building and Engineering Materials, 
Burma Tiles 

Nos , 

469200 69,625 
Pakistan - West Bricks 

6000 57,027 


475200 


1,26,652 


Aden 


Candles of all kinds 


Lbs . 


16585 


9,538 


U. K. 
Switzerland 


Chemical & Chemical Preparations. 
Other sorts 

do , 


38,079 
57,750 


95,829 


1061 


2,79,840 


Italy 


IO 


Greece 
Canada 
Italy 
U. K. 
Belgium 


Coffee 

Cwt. - 
Coir Unmanufactured . 
Coir Fibre Ton . 
do . 

1 
do . 

22 1/2 
do . 

9 
do . 


7,372 
1,178 
18,022 
6,445 
1,300 


11 . 


Ton . 


44 1 /2 


34,311 


12 


I 


Coir Manufactured , 


Cwt . 


4818 

39 
16549 
4779 
8571 
8679 
276 


U. K. 
Kenya 
Netherlands 
France 
Italy 
Gerinany -- W 
F. M. S. 
Burma 
U.S.A. , 
Japan 
Belgium 
Australia 
Denmark 
Irish Republic 
Switzerland 
Norway 
Greece 
Sweden 
Poland 
Singapore 
Tripoli 
Jordan 


Coir Yarn 

do ; 
do . 
do . 
do , 
do . 
do . 
do . 
do . 
do , 
do . 
do . 
do . 
do , 
do . 


4512 
ISO 
579 
498 
459 
528 


1,84,821 

1,509 
8,54,956 
2,29,801 
4,58,119 
3,80,213 

11,287 
2,16,084 

7,812 
37,793 
22,641, 
26,665 
27,411 

17,550 
3,42,924 

56,096 


do . 


do , 
do . 
do . 
do . 
do , 
do , 


663 
6370 
1098 

402 
1065 
1098 

30 
144 
177 


16,768 
52,316 
47,580 
1,148 
5,638 
5,671 


Cwt. 


61394 


-30,04,803 


Coir Mats. 


Cwt. 


2915 


3,12,182 

180 
928 


1 


U. K. 

Coir mats 
Burma 

do . 
Kenya 

do . 
Irish Republic 

do , 
Belgium 

do . 
Gold Coast 

do . 
Barbados 

do . 
South Rhodesia do . 
Nigeria 

do . 
Germany — W do , 
Tankanyika Territory do . 
U.S.A. 

do , 


16 
163 
144 
II 


9,959 
9,052 

883 


805 


9 
20 
32 
113 

13 
503 


1,970 
2,762 
6,839 

984 
36,250 


13 


.4 


Coir Mats- (contd .) 


Cwt, 


74 


611 


17 


11 


13 


Italy 

Coir mats . 
Denmark 

dos . 
Sweden 

do , 
Australia 

do . 
Trinidad & Tolsago do . 
F. M.S. 

do : 
Bahmas 

do . 
Saudi Arabia 

do . 
Netherlands 
Canada 
Greece 


· 298 
993 
39 
23 
15 
62 
14 
15 
5 


9,538 
44,093 
23,934 
81,967 
2,572 
1,423 
1,310 
4,738 


1,718 


do . 
do . 
do . 


770 . 
533 


60884 


5,55,390 


Coir Mattings. 


Cwt. 


305 

34 
606 


22 


7 


1 


do . 


U , K. 

Coir mattings 
U.S.A. 

do , 
Australia 

do . 
Burina 

do . 
Italy 

do , 
Kenya 

do . 
Singapore 

do, 
Kuwait 
Denmark 

do . 
Saudi Arabia 
Gold Coast 
Tripoli (Libya ) 
Trnidad and Tobago do . 
F. M. S. 

do . 
Greece 

do . 
Tenkanyika Territory do . 


30 
2026 

26 
109 
129 

S 
214 


26,625 

2,816 
54,458 
2,230 

IS2 
2,853 
1,45,950 

2,106 : 
10,599 
11,631 

363 
15,233 

158 

983. 
1,087 
634 


> 


do : 
clo . 


do . 


7 ) 


1 


9 
6 


t 


3531 


2,77,878 


14 


I 


2 


Coir Matting Rugs. 


Cwt. 


4412 
239 


4,10,354 

9,688 


U. K. 

Coir matting rugs 
Irish Republic 

do . 
Italy 

do . 
Sweden 

do . 
Tankanyka Territory do . 
Saudi Arabia 

do . 
Australia 

do . 


12 


620 
4,591 

7:56 
860 
800 


To 


1 


4747 


4,27,669 


Coir Manufacture Other sorts . 


Cwt. 


444 
151 


U. K , 
Australia 
Saudi Arabia 
U.S.A. 
Italy 
Netherlands 
Switzerland 


Coir manufacture 
other sorts 

do . 
do . 
do . 
do . 
do . 


10 


34.532 
17,675 

510 
2,465 

287 
17,392 
6,398 


2 
122 


do . 


43 


777 


79,259 


Drugs and Medicines. 


France 


Nuxvomica 


Cwt. 


862 


Other sorts of Drugs & Medicines. 
Aden Other sorts of drugs & 
medicines 

Cwt. 
Germany W. 

do . 
Italy 

do , 
U.S. A. 


9,580 
5,997 

205 


do . 


23,509 


1:13 


39,291 


3 


4 


Burma 
U. S , A , 
Singapore 


Fish , dry unsalted , 
Fish , dry unsalted Cwt. 

do , 
do , 


} 


11046 

63 
3547 


14,15,773 

12,095 
55,834 


14656 


14,83,702 


1 


Fruits & Vegetables, dried , salted or 

preserved . 
U. K Cashew Kernels Tons 

128 
Canada do. 

99 
Hongkong 

do . 
Australia do. 

IO 
New Zealand do . 

14 
U.S. A. do . 

478 
Singapore 

2 
F.M. S. 

do . 
Saudi Arabia do , 

115 


? ) 


4,30,315 
3,69,162 

3,800 
37,136 

47,143 
16,79,523 

5,677 
1,930 
626 


13 


13 


do . 


I 


31 


733 115 


25,75,352 


Saudi Arabia 


Tamarind 


Ton 


1 1/2 


765 


Instruments Apparatus and Appliances and 

Parts thereof. 


Ceylon 


Electrical 


1975 


Ceylon 


Machinery and Mill Work of all 

kinds -Other sorts . 


24,125 


Oils - Essential. 


Gis . 


Lbs. 


Belgium 
U. K. 
Netherlands 


Lemon Grass Oil 

do . 
do . 
do . 
do. 


1720 
2871 
1280 
249 
850 


15680 
26320 
11760 
2240 


95,210 
1,34,050 
60,635 
10,373 
48,310 


Germany -- W 


Japan 


7712 


16 


2 


3 


4 


Oils Essential - (contd.) 


Lemon Grass Oil 


Gis. 


Lbs . 


France 
Switzerland 
U.S. A. 


do . 
do , 
do . 


1148 
3950 
5,630 


10160 
35490 
51520 


61,829 
2,16,595 
3,01,309 


15698 


160882 


9,28,011 


Gls . 


Cwt , 


Japan 


Sandalwood Oil 


3072 


300 


11,992 


Oils - Non - Essential, 


Cwt. 


Gls, 


France 


Chalmoogra oil 


15 


900 


8,005 


Cashew shell liquid . 


Cwt, 


880 


Japan 
U. K. 


Cashew Shell Liquid 

do . 


Gls. 
10215 
96618 


8540 


49,583 
3,81,4.02 


9420 706833 


4,30,985 


U , K. 


Other sorts of Provisions and 

Oilman s stores , 


Cwt. 375 


31,901 


Spices . 


Cwt. 200 


31 


U.S.S. R 
Kuwait 
U. K. 
Sweden 
Aden 


Cardamoins 

do . 
Cardamoms 

do . 
do . 


35 
100 
13, 


2,36,376 

10,520 

28,550 
1,40,701 

12,788 


357 


4,28,935 


19 


Ginger. 


Cwt. 


625 
. 20 


11 


Aden 
Kenya 
Canada 
U , S , A. 
Burma 
U.S.S. R. 
Australia 
Germany w 
New Zealand 


Ginger 
do . 
do . 
do . 
do . 
do . 
do , 
do . 
do ; 


50 
1456 

13 
I000 


54,062 
1,792 

5,100 
1,48,347 

1,060 
1,20,000 


4,152 


40 
60 
Izo 


5,64.6 
12,458 


3384 


3,52,612 


Pepper. 

Cwt. 


do . 
do , 


3870 
19000 

8 
90 

6 


14 
473 
480 
1297 
I 000 


U. K. 

Pepper 
U. S. S , R , do , 
Aden 
Morocco (Fr.) 
Burma 

do . 
Portugal do , 
Canada . 

do . 
Singapore do ; 
Italy 

do , 
China 

do . 
F. M. S. 

do . 
France 

do . 
Tunis 

do . 
Norway 

do . 
Egypt 

do . 
U.S.A. 

do . 
Cuba 

do . 
Greece 

do . 
Tripoli (Libya) do. 


16,12,901 
92,60,000 

2,903 
36,156 

2,786 

5,968 
1,92,696 
1,05,658 
5,41,632 
4,31,000 

5,023 
1,53,141 


20 


44,691 


371 
114 

50 
60 


,93 


$ 550 


20,127 

26,510 
34,34,201 

20,296 
15,133 
4,221 


50 
80 


IO 


35543 


1,59,2 1,043 


18 


2 


Turmeric . 


Aden 
U.S.A. 


Cwt. 


Turmeric 

do . 


126 
2698 


6,326 
2,56,260 


2824 


2,62,586 


Black - Tea , 


Lbs. 2984292 


33536 
404169 
31316 


U , K. 
New Zealand 
Canada 
Germany - W 
Netherlands 
Egypt 
France 
U.S.A. 
Austria 
Denmark 
Switzerland 
Belgium 


Black Tea 

do . 
do , 
do . 
do . 
do . 
do . 
do . 
do . 
do . 
do . 


63049 
20919 


72,48,104 

1,00,042 
12,19,258 

95,618 
1,93,583 
56,220 

8,094 
34,34,523 

15,566 

8,231 
12,796 
16,726 


2348 
1155018 

4800 
2458 
3648 
4720 . 


do . 


4710273 


1,24,08,761 


eylon 


Tea Waste . 


Lbs.: 87990 


26,122 


Textiles - Raw Cotton . 


Bale. 


Ton 


U. K. 


Textiles Raw Cotton 


35 


6,947 


Cwt. 


Japan 
Germany 
Italy 
Norway 
U. K. 
Sweden 
U.S. A. 
Australia 
Begium 


Cotton Waste 

do . 
do . 
do . 
do : 
do 
do , 
do . 


3277 
192 
153 
1853 

401 
2038 
1063 
II41 


2,62,041 
2,89,911 

27,024 

10,682 
1,41,372 

24,953 
67,638 
90,245 
40,923 


do . 


2 


3 


4 


Textiles-in -Cotton Waste - contd .) 
Textiles Cotton Waste Cwt. 

1522 


France 
Netherlands 


do . 


361 


1,63,752 

29,621 


14215 11 : 48,161 
Cotton manufactures - Handloom Piecegoods 
New Zealand Other Sorte 

Yds, 

6164 21,573 
U. K. Mill made - Other sorts , 

88800 

63,683 
Hongkong do . 

102400 53,296 
U.S.A. do . 

4832 10,423 
F. M. S. do . 

803 

2,843 


3 


1 


> 1 


196835 


1,30,345 


U.K. 
Belgium 
Australia 
Germany - W 
Syria 
Italy 


Hemp Manufactures. 
Hemp manufactures 

do . 
do . 
do . 
do . 


1,330 
1,946 
9,394 
1,467 

255 
3,261 


do . 


17,653 


50 
IS 


Jute manufactures. 
Denmark Carpet and Drugs Cwt. 
Canadafute Manufactures Other sorts . Cwt. 
U. K. 
Denmark 
U.S. A. 

do . 


do . 


IQ2 


9,994 
1,572 
14,325 
3,038 
3,225 


do . 


18 


367 


$ 02 


22,160 


Silk waste. 

Lbs, 


u , S. A. Silk waste 


8,871 


1485 


2,120 


U.S. A , Silk manufactures - Other Sorts. Lbs. 445 


1 


2 


4 


Woollen manufactures . 


Lbs. 


6664 


9,073 


U , K , 
Newzel and 
Australia 


Carpets & Rugs 

do . 
do , 


39 
IT06 


139 


5,317 


7809 


14,529 


Netherlands 


Other Textiles - Raw Cwt, 


249 


13,926 


U. K. 


Vehicles (Motor Car) 

other sorts 


20,000 


France 


Wood and Timber 

Other sorts 


Saudi Arabia 


do . 


49,053 
2,410 


$ 1,463 


Ceylon 


Manufactures of wood 

other than Furniture 
and Cabinet ware 


4,390 


Grand total of Merchandise 

Exported 


Rs. 


4,73,00,333 


PART II A. 


COASTAL IMPORTS AT COCHIN PORT - MARCH 1954 


Bombay 


Books printed & printed 


matter 


33,000 


Bombay 

Do. 


Building & Engineering Materials. 
Bricks and Tiles No. to380 
Other sorts 


5,600 


3,440 


9,040 


2 


3 


4 


Chemicals and Chemical Preparations. 
W. Bengal Chemicals & Chemical Preparations 
Bombay 

do . 
S.O.K. 

do. 


2,000 
1,54,283 
65,231 


2,21,514 


W. Bengal 


Coal, Coke and Patent Fuel Ton 12694 


8,88,580 


W. Bengal 


Cordage and Rope of 

Vegetable Fibre 


Cwt. 


125 


W , Bengal 
Bombay 
S.O.K. 


Drugs and Medicines. 
Drugs & Medicines 

do. 
do . 


27,319 
1,51,695 

400 


1,79,414 


Dying and Tanning Substances. 
Coal Tar Dyes 

Lbs . 3480 
Myrobalams 

Cwt. 741 
Other sorts 


3,300 
12,300 
1,00,134 


267 


ja 
| 


1,15,734 


Earthenware and Porcelain 


2,400 


Fodder , Bran and Pollards Ton . 


22 


9,500 


Fruits & Vegetables - Fresh 


Cwt. 


3,380 


Bombay 

Do. 
S.O.K. 


Potatoes 
Onions 

do . 


223 
144 
269 


13 


. 10,840 

8,535 


16 


2 


3 


Dates 


Bombay 

Do , 
S.O.K. 


Dried , salted or Preserved , 

Ton 
Other sorts 


54,433 
34,535 
1,035 


1,12,7631 


Bombay 


Glass and Glassware 


5,800 


1316 


Madras 
Bombay 
S.O.K. 
Bombay 
S.O.K. 
Bombay 
Madras 
Bombay 

Do. 
Do. 
Do. 


Grain , Pulse and Flour. 
Grain 

Cwt. 
do . 

Ton 
do . 

66 
Jawar and Bajra 

85 
do . 

- Cwt. 

5 
Pulse 

Toni 

2403 
Rice (not in the husk ) 

26142 
do . 

1884 
Wheat 

Cwt. 

9 
Wheat Flour 

Ton . 97 
Other sorts 


7,44,255 

38,600 
36,004 

240 
14,12,017 
, 19,61,720 
8,27,960 

300 
71,885 
1,58,095, 


245 


1,52,51,739 


Bombay 


Gums and Resins 


Ton . 


1,50,865 


Hardware and Cutlery . 
Other sorts 


W. Bengal 
Bombay 


do . 


73,240 
1,17,283 


1,90,623. 


Bombay 


Instruments , Apparatus, and 

Appliances and parts thereof 


10,900 


Lac Stick , 

Cwt. 


Lac Stick 


W. Bengal 
Bombay 


38 


do . 


2,625 

850 


-3,475 


23 


4 


West Bengal Liquors. 


118 


5.912 


Ton 


Madras 
Bombay 
S.O.K. 


Manures 

do . 
do , 


59 
207 
199 


15.625 
61,646 
47,495 


1,24,766 


Bombay 


Machinery & Millwork 


43,244 


Metals , 


Bombay 


S. O. K , 
W. Bengal 
Bombay 


95,375 

160 
1,200 
2,57,336 


1565 


Bombay 


Brass, Bronze & Similar 
amalgams 

Cwt, 
do , 
Copper 
do , 

Iron or Steel. 
Angles, Tees , Bars Rods, 
& Channels 

Ton 
Sheets and plates 

do . 
Other sorts 

do , 
Lead 

Cwt. 
Metals Uncnumerated 

do . 


IO 


> 


5 
9 


W. Bengal 
Bombay 
W.Bengal 
Bombay 


53 
229 
21 


7,220 
3,100 
7,875 
49,963 
1,41,431 

2,860 
3,46,480 

73,125 
9,86,125 


Do. 


W. Bengal 
Bombay 


1279 
867 


Bombay 
Bengal 


57015 
21716 


3,69,123 
1,76,320 


++ 


Oils . 
Mineral--Other kinds Gal. 

do. da . 

i Non - essential . 
Groundnut oil 
Linseed oil 

do . 
Other kinds of oil 


Gal, 


S.O.K. 
W. Bengal 
Bombay 

Do. 


18106 

250 
1098 
2547 


1,23,125 

1,450 

5,64.8 
23,270 


6,99,436 


1 


3 


Ton 


Bombay 
S.O.K. 


Oil Cakes 

do . 


654 
2504 


1,85,204 
6,88,792 


8,73,996 


W. Bengal 
Madras 
Bombay 


Paints & Colours 

do . 
do , 


24,095 

1,35 
1,58,756 


1,83,886 


Bombay 


Paper and Paste Board 


1,34,216 


W. Bengal 
Bombay 


Paraffin wax 

do . 


Top 
Cwt. 


72 


75,991 

80 


76,071 


Provisions and Oilman s stores: 
Ghee 

Cwt. 
Other sorts 

108 
do . 

134 


2 


S.O.K. 
W. Bengal 
Bombay 


448 


11 


16,988 
23,036 


1 


40,472 


Salt . 


Ton 


Madras 
Bombay 
S.O.K. 


Salt 
do . 
do . 


1270 
297 


61,800 

14,680 
1,34,496 


07 


2394 


2,10,976 


Seeds .. 


Top 


Bombay 

Do , 


131 


1,52,015 


Essential 
Non -essential 
Sesamura 

do . 
Other sorts 

do . 


S.O.K. 
Bombay 
S.O.K. 


117 

I 
1006 

26 


1,02,385 

900 
5,46,106 

13,601 


8,15,007 


25 


Soap 


W. Bengal 


Soar 


Cwt. 


Bombay 


do , 


91 
4856 


24.863 
6,05,664 


6,30,527 


Spices. 


Cwt. 


Madras 
W. Bengal 
Madras 
Bombay 

Do. 
Do. 


Cardamoms 
Chillies 

do . 

do . 
Turmeric 
Other sorts 


60 
608 
166 
257 
23 
56 


67,040 
89,455 
15,600 
17,610 

930 
14,320 


2,04,955 


Bombay 


Stationery 


1,200 


159 


W. Bengal 
Madras 
Bombay 

Do , 


Sugar (16 D. S. & above,) . 
Sugar (16.D.S. & above) Ton 

do . 

do . 
Molasses 


1,341900 

970 
2,53,072 

9,740 


280 

6 


3,98,682 


Textiles, 


Ton 


W. Bengal 
Bombay 
S.O.K. 
Bombay 
Bombay 


Cotton- Raw 

do . 
do . 
Cotton waste 
Cotton Twist & Yarn 


593 
481 


2,400 
19,90,890 
13,93,206 

Ito 
3,000 


I 


Cwt. 
Lbs. 


2240 


G 1287 


2 


Bombay 

Do. 


Cotton Piecegoods. 
Grey --- Unbleached 
White - Bleached 

400440 


Yds , 805115 


7,81,436 


4,19.422 


Do. 


Coloured , Printed or 
· Dyed 
Other sorts of Cotton 

Manufacturés 


729460 


8,31,668 


Do. 


57,046 


54,79,178 


144 


Jute Manufactures, 
Gunny Bags No. 150700 Ton 
do . 

30000 
do . 

2200 
Gunny Cloth 

do . 
Rope and Twine Cwt. 


W. Bengal 
Madras 
Bombay 
W. Bengal 
Bombay 
W. Bengal 
Madras 
W. Bengal 
Bombay 


Yds . 


345000 
19000 
1603 
386 


1,86,470 
35,000 

5,450 
1,911418 

12,150 
84,868 
24,125 
69,132 
7,320 


do . 


Other kinds 

do 


6,15,933 


Silk Manufactures, 


Bombay 


Silk Manufacture 


5,08,298 


W.Bengal 


Other Textiles - Manufactures . 
Other Textiles Manufactured 

do , 


Bombay 


52,500 
14,960 


67,460 


27 


Tobacco - Unmanufactured. 


Bombay 


Tobacco... Unmanufactured Lbs . 399752 


7,60,449 


Wood and Timber. 


Bombay 

Do. 


Cwt. 


6 


900 


Sandalwood 
Other kinds of wood 

and Timber 
Manufactures of wood 


Do. 


40 
740 


1,680 


Other kinds of merchandise. 


Bombay 
W. Bengal 
Bombay 
Madras 
S.O.K. 


Unmanufactured 
Manufactured 

do . 
do . 
do , 


4,60,508 
5,69,025 
15.30,970 

51,115 
35,660 


26,47,278 


GRAND TOTAL 


3,26,95,140 


PART II B. 


COASTAL EXPORTS - COCHIN PORT. 


2 


3 


Building and Engineering materials. 
Bricks & Tiles Nos . 4000 

do . 


W , Bengal 
S.O.K. 


1,660 
1,000 


10000 


2,660 


28 


2 


3 


Chemicals and Chernical Preparations. 
W. Bengal 

Chemicals & Chemical Preparations 
Bombay 

do . 
S.O.K. 


1,91,050 
3,04,181 

1,536 


do , 


4,96,767 


Coffee. 


W. Bengal 


Coffee 


Cwts . 


39 


8,736 


Coir Manufactured . 


Tons 


182 


W. Bengal 
Bombay 
S.O.K. 
W. Bengal 


Coir Yarn 

do . 
do . 


541 


2,72,866 
5,28,494 

54,374 


57 


Cordge and rope of 
Vegetable Fibre 


Cwts . 


344 


20,240 


do . 


Bombay 
S.O.K. 


23 


859 


do . 


41,430 
*2 ;558 


59 


9,20,012 


W.Bengal 
* Bombay 
S.O.K. 


Drugs and Medicines, 
Drugs and Medicines 

do , 
do . 


12,950 
75,185 

I 20 


88,255 


Fruits & Vegetables-- Fresh . 


W.Bengal 


Cocoanuts 


Nos, 4035570 


8,29,905 


3 


Fruits and Vegetables (Dried , Salte 1 
or Preserved ) 

Lbs , 


Bombay 


40 


3,29,945 


Hardware and Cutlery . 
( including agricultural implements ) 

Lbs. 


Bombay 


1,250 


Mats & Mattings 
Mats and mattings 

do . 
do . 
do 


W.Bengal 
Bombay 
S.O.K. 
Goa 


Sq. Yds, 


133 
36398 

381 
156 


1:20 
. 78,744 
1,304 

440 


8,608 


Bombay 


Mctals & Ores . 
(Brass, Bronze and Similar Amalgamations) 
Brass , Bronze & Similar Cwt. 

54 
Amalgams 
Copper 
Other sorts 

Tons. 123 


6,763 


13 


Bombay 
Bombay 


2,180 
2,79,635 


-2,83,578 


West Bengal 
Bombay 
S.O.K. 


4,26,735 
14,3- ,824 
4,15,180 


Oils -- Vegetablo - non -essential. 
Cocoanut Oil 

Gals . 47630 
do . 

1,52,452 
-do . 

46,536 
Oils - Vegetables . 
Non - essential - Other Gal. 15,067 
sorts 
do . 

2,679 
do , 

84 


W.Bengal 


1,26,179 


Bombay 
S. O , K. 


20,250 

612 


36 


Bombay 
Bombay 


Oils - Mineral. 
Lubricating Oil Gal. 
Other kinds of oil 


315 
900 


1,400 
2,200 


24,21,380 


Oil cakes. 


Tons 


Bombay 
S.O.K. 


Oil cakes 

do . 


27 
491 


24,990 
1,79,903 


2,04,893 


Bombay 


Paints and Colours 


4,693 


Bombay 


Paper and Pasteboard 


Cwt. 


.324 


1,13,020 


W. Bengal 
Bombay 
W. Bengal 
Bombay 


Provisions & Oilman s Stores, 
Ghee 

Cwts . 
do . 

73 
Other sorts 

do . 


250 
20,640 
21,600 


417 
1,600 


64,442 


1,06,932 


Bombay 


16,000 


Machinery and Millwork 

Rubber Raw ) 
Rubber raw 

Lhs . 24.71,291 
do . 

16,55,127 


W. Bengal 
Bombay 


39,44,887 
20,73,060 


60,17,947 


Bombay 
Bombay 
Bombay 


Seeds Non - Essential. 
Copra 

Tons. 
Mustard seeds 

Cwt. 
Other sorts 

Ton . 


872 

2 


12,14.755 

65 
415 


12,15,245 


2 


Liquor . 

Gak . 


W. Bengal 


Liquor 


5,374 


56,037 


Soap 


Cwts . 


W. Bengal 
Bombay 
Madras 


Sozp 
do . 
do . 


> 


2,578 
5,814 

75 


2,19,999 
5,01,530 

9,000 


7,30,439 


Spices . 


Cwts . 


1,286 
3,144 


> 


11 


W. Bengal 
Bombay 
Bombay 
Bombay 
W. Bengal 
Bombay 
S.O.K. 
W. Bengal 
Bombay 
Bombay 
S.O.K. 


Betelnuts 

do . 
Cardamoms 
Chillies 
Ginger 

do . 

do . 
Pepper 

do . 
Turmeric 

do . 


42 
915 
2,172 


1,74,150 
4,32,040 

560 
4,900 
76,870 
2,32,585 

145 
2,78,008 
16,32,940 


19 


1,000 
1,423 

84 


} 


3,410 

162 


28,35,768 


W. Bengal 


Tallow and Stearino 


Cwts. 


38 


3,520 


Lbs. 


Bombay 
S.O.K. 


Tea 
do . 


78,916 
1,124 


1,81,653 

3,172 


. 


1,84,825 


854 


Bombay 
Bombay 
W. Bengal 


Textiles 
Cotton Raw 

Cwts. 
Cotton Waste 
Cotton Twist and Yara Lbs . 
Cotton Piecegoods 
Grey unbleached 
do . 

Yds . 


39 
82,000 


1,23,392 

2,200 
1,46,000 


80,000 


+3,750 


Bombay 


32 


-2 


3 


Textiles (contd.) 


W. Bengal 


Other sorts of Cotton 
manufactures 

do , 


Bombay 


97,000 
3,3 5,345 


7,47,687 


Jute Manufactures . 


Bombay 


Gunny Bags 


19 
1,700 


S. O. K 


Cwt. 
Nos . 
Cwt. 
Nos. 


do . 


1,340 


2,500 


1,250 


Bombay 


Other sorts 


254 


2,844 


Other Textiles . 


Bombay 


Raw 


Cwts . 


42 


2,086 


1 


Wood and Timber , 


S.O.K. 
bombay 


Teakwood 
Sandalwood 


$ 74 


Ton 
Cwts. 12 


1,352 


22,654 


Manufactures of wood and Timber. 
(other than furniture and cabinetware ) 

do , 
do . 


Bombay 
Madras 


3,525 
7,023 


12,374 


33 


3 


4 


All other articles of Merchandise . 


W. Bengal 
Bombay 
W. Bengal 
Bombay 
S.O.K. 


Unmanufactured 

do , 
Manufactured 

do . 
do . 


26,460 

750 
1,25,210 
3,03,821 

495 


4,56,736 


Grand total Value Rs. 


1,78,49,242 


PART III. 


TRAVANCORE -COCHIN STATE TRADE STATISTICS. 

(1) FOREIGN IMPORTS 
Ceylon 

Tobacco unmanufactured 609298 10,69,075 
Tanganika Fruits and Vegetables Tons. C. Q. Lbs. 
Territory 

2459 9 3 18 14,41,825 


Total 


25,10,900 


2 . 


FOREIGN EXPORT 

Coir Yarn . 


Cwt. 


Coir Yarn 

do . 
do , 
do . 
do . 


u , K. 
Italy 
U.S.A. 
Switzerland 
W. Germany 
Netherlands 
Belgium 
Japan 
Cyprus 
Hongkong 


4320 

60 
942 
1185 
2055 
2829 
855 
186 


2,22,459 

2,720 
50,571 
72,799 
96,176 
1,43,434 
43,718 
IS , SIO 


do . : 


do . 


do . 


21 


780 


do . 
do 


15 


700 


Tota ) 


12,468 


6,48,867 


G. 1297 


34 


2 


3 


Coir Mats , 


Cwt. 


3 


U. K. 

Coir mats 
Denmark 

do . 
Thailand 

do , 
Newzeland 

do . 
Belgium 

do . 
Br. Guina 

do . 
Gcrmany Western do . 
U.S.A. 

do . 
Venezuela 

do . 
Uruguay 

do , 
Canada 

do . 


5657 

IO 

19 
1369 

93 
14 
166 
1671 
138 

I 2 
704 


3,73,004 

640 
2,980 
1,10,189 

5,10 

1,050 
10,091 
1,34,158 
11,612 

690 
55,584 


9853 


7,05 , TOI 


22 


2607 

12 
63 
26 
60 


1 . 


do . 


2,00,678 

1,296 
5,488 
1,669 
7,962 
660 

760 
14,457 

1,565 
11,906 


6 


Australia 

do . 
Barbados 

do . 
Bahamas 

do . 
Thanganika Territorydo . 
Mexico 
Cyprus 

do . 
China 

do . 
Irish Republic do . 
Malta 

do . 
Netherlands do . 
Federation of 
Malaya States 

do , 
Ceylon 

do . 
Hongkong 

do . 
Japan 

do . 
Italy 

do . 
Mozambique do , 
Gibralter 

do . 


3 ) 


15 
1980 

29 
146 


. 


100 
17 
24 

4 
10 
17 


5,646 
1,848 
1,620 

440 
1,560 
I , I 
419 


6 


14975 


9,64,576 


35 


I 


2 


3 


4 


ΙΩΙΙ 

56 
15 


Coir Mattings . 
U. K. Coir Mattings 

Cwt. 
Canada 

do , 
Egypt 

do . 
U.S.S. 

do . 
Federation of 
States 

do . 
Br . Guina 

do , 
Mombassa 

do. 
Keneya Kolony 

do . 
Newzealand do . 


77,944 
4,472 

1,080 
37,418 


463 


7 


13 


1 . 


59 
15 
134 


701 
1,050 
4.586 
2,000 
11,502 


1770 


1,40,753 


- 


do . 
do . 


IO 


800 
5,365 


34 


Irish Republic 
Tanganikka 

Territory 
Bahamas 
Syria 
Australia 
Cyprus 
Hongkong 


18 
P3 


do . 
do . 
do , 
do . 
do . 


2447 


1,675 

25 
2,06,740 

175 
700 


11 


8 


4291 


3,56,233 


6251 


I2 


4,27,720 

150 
380 


Coir Matting Rugs. 
U.K. Coir Matting rugs 

Cwt. 
Australia 

do . 
Newzealand 

do 
Keneya Colony 

do , 
Tanganikka Territory do . 
Canada 

do , 
Irish Republic 

do . 
U.S.A. 

do, 


4 

S 
16 


300 


+ 
32 
206 


1,220 

408 
2,160 
27,365 


1 


6530 


4,60,303 


0.127 


36 


2 


3 


Coir Manufactured_Other Sorts . 


Cwt. 


> 


254 
666 


> ) 


29 


IO 


Australia 
U. K. 
Italy 
Federation of Malaya 
Aden 
Egypt 


956 

6 
26 


19,567 
64,722 

1,800 
61,317 

636 
3,314 


33 


1918 


1,51,356 


Cordage and Rope of Vegetable Fibre excluding 

Jute and Cotton , 


China 
Western Germany 


16 
20 


954 
597 


36 


1,551 


Jute Manufactured Carpets and Rugs. 
U K. fute manufactured Cwt. 

91 
Australia 

228 
Newzealand 

176 


9,525 
30,820 
21,135 


495 


61,480 


Jute Manufactured -- Other Sorts. 
u . K , 

Jute Manufactured Cwt. 401 
U.S.A. 
Canada 
Keneya 
Zanzibar and Pemba 


54,271 
22,339 


20T 


73 


? 


IO 


7,646 


600 


72 


4 


210 


611 


79,066 


37 


2 


3 


4 


Hemp Manufactured . 
Hemp manufactured Cwt. 


u . K. 
Australia 
Canada 
Mexico 
Jamaica 
Syria 
Newzealand 


116 
29 
92 
28 


1 


11,668 

4,200 
11,658 
7,040 

739 
3,743 
3,464 


4 
27 


37 


304 


42,512 


Australia 
U , S.A. 
U. K. 
Canada 


Woollen Manufactured - Other sorts. 
Woollen manufacture Lbs. 23184 

13888 
6944 
1 2096 


38,623 
15,376 
14,080 
23,700 


56112 


91,779 


Spices.Pepper. 
Gibralter Spices Pepper Cwt. 
France 
W. Germany 
Canada 
U.S.A. 
Cuba 
Greece 
Italy ; 
Newzealand 
U , K. 

Optional 


20 
100 

60 
835 
6600 

50 
90 
20 
60 


7,818 
41,180 

23,454 
3,3 5.599 
27,14,733 

13,643 
3.1,729 

7,884 
23,909 
8,31,151 

83,869 


2270 
100 


10,305 41,13,969 


Ginger . 

Cwt, 


Canada 
U.S.A .. 


Ginger 

co . 


40 
744 


4,850 
75,138 


784 


79,988 


3 


Turmeric . 

Cwt. 


Turmeric 


200 


.U . K. 
Canada 
U.S.A. 


140 


19,238 

8,170 - 
1,24,261 


1250 


1590 


1,57,669 


Singapore Seeds other than oil 

Seeds 


Cwt. 


25 


7,500 


U. K 


All other articles of merchandisc 

inanufactured 


1,440 


Quilon Port, 


U.S.A. 


Cashew Kernels 


Ton 


16 


5,86,684 


Koilthottam Port. 


Metals , & Ores 


Ton 


u . K. 
U.S.A. 


8101 


do . 


4,69,906 

14,662 


253 


8354 


4,84,568 


GRAND TOTAL 


82,83,5 + 1 


3 . IMPORTS COASTWISE . 
Rice not in the husk Ton 4292 


Madras 


20,88,400 


-4292 


4. EXPORT COASTWISE . 


Nil 


Office of the 
Collector of Customs, 
Custom House , Cochin . 


PUBLIC NOTICE 


The Central Board of Revenue , New Delhi has decided that 
the articles mentioned i column 2 of the statement below are cor . 
rectly assessable under the items noted against each of them in 
column 3 thereof. 


Sl. No. 


Name of article 


Item No. of 
Indian Customs 

Tarifl. 
( 3 ) 


(1) 


71 


3 . 


5 . 
6 , 


Breast Drills 

7 
Empire Shoot Board with Beval Plane 

outfit complete 
Copper plates cut to the nearest size 

64 
for further manufacture 
Bench type drilling stands 

12 (3 ) or 72 (6 ) 
according to the 
H. P. of the dril 
ling machine for 
which the stand is 

specially designed 
Drive well points 

63 (18 ) 
Pectin (both refined and unrefined ) 

28 
Special card -board chceses for printing cards 45 (0 ) 

71 
Herring Roes in tins 
Water Carriers 

81 
Rubber colours 

30 
Standard cadmium cells (known as 

77 (2 ) 
Weston cells) 
Flush Bolts 

70 (10 ) 
Form feed attachments used to supply or 

72 (28) 
feed tabulated forms to addressing and 
tabulating machines 


7 . 
8 , 


13 hole spanners 


21 


9 . 
10 . 


12 , 


13 . 
14 . 


462 


Si. No, 


Name of article 


Item No. of 
Indian Customs 

Tariff 


(2 ) 


( 3 ) 


15 


16 . 


Photographic process lens which is a part 
of standard Precision Process camera 

97 (5 ) 
and which can be used in ordinary 

cameras 
Synthetic Wax 

87 
(1) Bulbs for landing light 

76 provided the 
bulbs are generally 
in accordance with 
those described in 
section 8 of British . 
Standard specifica 

tion for aircraft 
· Iamps (E , 19 Sept. 

1948) ; otherwise 

on merits , 
(2) Lenses foi" taildomelight 
(3 ) Tlourscent light assemblies for air 

craft 
(4 ) Gasket with American A. N. part 

numbers and English A. G. S. part 

numbers 
(5) Steel control gables 

76 , provided 

documentary evi; 
(6 ) Low tension lighting cables dences is produced 

to confirm that they 
are manufactured to 
aircraft specifica 

otherwise 
under other appro 
priate items of the 
Tariff. 


76 


tion ; 


41 


SI, No. 


Name of article 


Item No. of 
ladian Customs 

Tarifl 


18 . 


use 


19 . 


(7 ) Alcad sheets 

As aircraft nate 
(8) Aircraft spuce & túmber of all types 

rial under footnote 

to item 76 I. C. T. 
( ) Aircraft plywood 

provided docuinen 
(10 ) Steel bolts & nuts (A.Gs. & A. Ns.) tary evidence is 
(11) Aluminium alloy rivets 

produced to estab 

lisk special quality . 
(12) Aluminium alloy tubing 
Venturimeters 
i. Used for measuring flow or the 

quan 

77 
tity of fluid in any supply line 
ii. Specially designed for with 

72 ( 3 ) 
boilers 
Well filter pipes 
i. When imported with the relative Proviso to 72 (3) 

pumps in reasonable quantities 
ii . Imported separately 

63 (18 ) 
Laminex sheets (phenol formaldehyde 

87 
Rasinam sheets ) used for decoration 
Hydraulic turbines for instructional pur 77 (2 ) 

poses 
Kahn s Shaking machines 

77 (2 ) 
Casters. 
í. Meant for use in sofas and articles of 

71 
metal furniture 
ij . Meant for use on conveyance such 75 or 75 (4 ) 

platform trucks, porter trolleys 
Addimult Adding and Substracting 72 (28 ) 
machine (German ) 

28 (20 ) (c) 


20 . 


21. 


22. 
23 . 


as 


etc. 


24 . 


25 : 


Split Tallow 


Custom House , Cochin -3 , 
Dated 23rd April 1954 , 


(Sd .) 
C.T.A , PILLAT, 
Collector of Customs. 


